“6 HE truth should be hepe'dons 
stantly in mind by every free 
people desiring to preserve the san- 
ity and poise indispensable to the 
permanent success of gelf-govern- 
ment.” 


All the Facts— 


No Opinion 


-Theodore Roosevelt. 
President of the United States. 
1901—1909. 
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Railway Traftie . 


In Commodities 


Sets High Mark | 


February Total Is Largest on 
Record for the Month, 
While Industrial Out- 
put Rises. 


Wholesale Prices 
Lowest Since 1924 


Decline in Retail 
Trade Is Less Than Usual, 
Says Federal Reserve 
Board’s Review. 


Seasonal 


Commodity distribution by the rail- | 
roads, which has grown in volume for 
several months, went higher in February 
and, according to an announcement by 
the Federal Reserve Board March 
was greater than for the same ete 
injany other year. | 

Coupled with this, the Board said, was 
a further increase in the output of in- | 
dustry. The production, the Board’s 
statement showed, was slightly larger | 
than for the corresponding period a year 
ago. 

Wholesale prices in February struck | 
the lowest level of any month since 1924, 
while retail trade declined, according to 
the Board, but less than usual for this 
season. 

The full text of the Board’s statement, 
giving a survey of business and financial 
conditions for February and March, fol- | 
lows: 

Industrial output increased further in | 
February and was slightly larger than a 
year ago, and distribution of commodities 
by the railroads was larger than for the 
corresponding period of any previous 
year, The general level of wholesale | 
prices continued to decline and was in | 
February at the lowest level since the | 
summer of 19244 : | 

| 
| 





Production of manufactures increased 
in February for the second consecutive 
month, and the output of minerals, after | 
declining in January, advanced once | 
more in February te the record level | 
feached last December. Factory produc- { 
tion and employment, howeves, con- 
tinued smaller than during the corre- 
sponding month of last year. 

Production of iron and sicel has in- 
creased steadily since December, and re- | 
ports indicate that operations of steel ; 
mills in March were at almost the same | 
high rate as in March, 1926. Automobile | 
production increased from 234,000 cars | 
in January to 298,000 cars in February, | 
and weekly figures of employment in | 
Detroft factories indicate some further | 
additions to production in March, but | 
output has continued much smaller than 
a year ago. 

Cotton Consumption Rises. | 

Daily average consumption of cotton | 
by mills in February was larger than in | 
any previous month on record, but ac- | 
tivity of woolen and silk mills decreased 
as compared with January. Production | 
of bituminous coal has been maintained | 
in large volume, while that of anthracite 
has been considerably reduced. 

The output of building materials was 
smaller during the first two months of 


[Continued on Sasa 9, Column 1.) 


Dieselization of Ships 
Declared Successful 


Shipping Board Outlines Re- 


sults Obtained from Internal 
Combustion Engines. 


The advantages to be derived by con- 
version of steam cargo vessels to in- 
ternal combustion engine propulsion, 
already is being evidenced in the per- 
formance of six. vessels now in service 
as motorships of the Merchant Fleet 
Corporation, the United States Ship- 
ping Board announced on March 26. 

In line with the Dieselization program 
for which Congress authorized an ex- 
penditure of $25,000,000 for the con- 
version of steamers built during war 
time to motorships, the Board selected 
14 ships for conversion, but two of these 
were dropped from the list, and six of 
the remaining 12 have been completed | 
to date. The greatest advantages de- 
rived from the conversion are the en- 
hanced speed made possible, and the 
lower cost of operations, the Board 
pointed out. 

The full text 
ment follows: 

The first result of the Dieselization 
program of the United States Shipping 
Board are being witnessed in the suc- 
cess of six vessels now in service as 
motorships. All of these vessels, which 
are steel cargo-carriers, have been con- 
verted from steam propulsion to pro- 
pulsion by internal combustion e1gines, 
known as Diesel engines. 

Extensive Use Since War. 

Experiments with this type of engine 
have been conducted in various parts 
of the world for the past 15 years, but 





of the Board’s state- 


[Continued on Page 7, Column 1.] 


| tralia, Austria, 


Poland, 


| cinnati, 
| filed a brief with the Interstate Com- | 


as Second Class Matter 
Washington, D. 


Entered 
the Post” Office, 


‘|s Special] Mail Deli very | 
Is Extended Abroad 


' 


| 
Post Office Department Reports | 
Service Now in Force With | 
Twenty-eight Nations. 


Special delivery service is now in force 
with 28 foreign postal administrations, 
it was announced March 26 by W. Irving 
Glover, Second Assistant Postmaster 
General. An extra charge of 20 cents 
in addition to the regular postage is 
collected by the countries concerned. Mr. | 
Glover calls attention to the fact that , 
special delivery mailings are subject to 
certain regulations in force in the coun- | 
try of destination. 

Service With 28 Nations. 
The full text of the announcement fol- 





| lows: 


Special delivery service is now in 
force with the following countries: Aus- 
Belgium, Canada, China, 
Cuba, Czechoslovakig, Danzig, Denmark, | 
Finland, France, Germany, Great Brit- 
ain, Hungary, Irish Free State, Italy, 
Japan, Lithuania, Mexico (effective 
April 1), Netherlands, Newfoundland, 
Northern Ireland, Norway, Panama, 
Portugal, Sweden, Switzerland. 

With Canada and Newfoundland, the 
special-delivery sci -ice applies only to 
letters or articles prepaid at the latter 
rate, ordinary vr registered. With the 

[Cortinued on Page 12, Column 7.) 


| Big Four Stockholders 


Protest Proposed Lease 


The Protective Committee of the Com- ! 
mon Stockholders of the Cleveland, Cin- 
Chicago & St. Louis Railway has | 


merce Commission asking it to find ille- | 
gal the proposed lease of the property 
of that company to the New York Cen- 
| tral Railroad as a “violation of > fidu- | 
ciary relation” of the New York Central 
to the minority stockholders of the Big 
Four line. 

It is stated in the brief that the pro- | 
posed rental of $10 a share to be paid 
on the Big Four stock is inadequate and 
that in several respects, particularly in 
regard to the provision for the purchase 
of the shares of @issenting stockholders, 
the lease does not adequately protect the | 
rights and interest of the lessor. 





at 


| E,W. 


| lections 
| year 
; the 
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| stored 
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IC ustoms Receipts} 
Exceed Records | 
For Past Years 


Treasury Estimates Imposts 
Levied at $600,000,000 ; 
Highest Under Tariff 
Law.. 


teceipts from imposts levied at the 


customs houses will, set a new high rec- | 
according | 
| with a model radio beacon already func- 
! tioning at College Park, Md, and a sec- 
| ond one about to be installed at Belle- 


ord in the current fiscal year, 
to estimates lately made by the Depart- 
ment of the Treasury and which indi- 
cate, it was stated orally March 27 by 
Camp, Director of the Division 
of Customs, that revenue from _ this 
source will approximate $600,000,000. 
The highest previous collections under 


the tariff kaw was in the fiscal year end- | 


ing June 30, 1926, when the 
were $579,716,610. 


Collections between July 1, 


receipts 


1926, and 


| March 15 of this year were reported by ! 
increase 


Mr. Camp at $444,987,000, an 
of more than $18,000,000 over the same 
period in the fiscal year 1926. This in- 
crease obtained despite the fact that col- 
in January and February this 
fell off several million dollars from 
receipts for the corresponding 
months last year but attention may be 


called to the figures which show that in | 


only those two months were collections 
this fiscal year below those of the 
same months in the fiscal year, 1926. 
Mr. Camp said, 
drop'in January and 
tions, that the receipts 
ward turn in March and the lost ground 
is expected to be more than regained 
before the end of the fiscal year on June 
30: 
mentioned appeared from customs rec- 


February 


ords to have been due largely to a de- | 


cline in sugar imports, a commodity nor- 
mally received in heavy quantities in 


; January and February. 


The Director showed figures, however, 


| indicating to the Department that there 
' have been previous importations—ship- | 


ments which arrived late last fall and 
in the early winter—of sugar which was 
in bondéd warehouses. When } 


[Continued on Page 9, Column 5.J 


miles on all civil airways, 
| and 
| vides the funds, 


| plant has a radio beacon for 
| use, 


' announced orally 


with reference to the | 
colleec- | 
had taken an up- | 


| such action by the Commission, 
| would be the setting up of a tribunal by 


Aviators to Be Guided 


Bureau of Standards Develop- 
ing System to Be Installed 
Along Airw ays. 


of eve rnment aids 


at intervals 


A network 


aerial navigation of 200 


north and south, if Congress pro- 
is visionea 
mate achievement by Dr. J. H. Dellinger, 
Chief of the Radio Laboratory 
Bureau of Standards. 

The Bureau of Standards, under Dr. 
George K. Burgess, Director, has 
launched the beginning of this program 


ol 


fonte, Pa. 


“These are the first two Government | 
| 


radio beacons for civil airways in the 
United States,” said Dr. Dellinger, in 
an oral statement, March 26. “It is 
true that at Dearborn, Mich., the 
its own 
and at Dayton, Ohio, the army has 
one for its vwn purposes. 

“We are planning to 


install radio 


[Continued on Page 3, Column 4.] 


Trade Commission Plans 


To Take Testimony Abroad 


The Federal Trade Commission, 
on March 26, had de- 
cided to take téstimony abroad in the 
case of the Aluminum Company of 
America, charged with violation of the 
Clayton Act. 

Proposal to send a representative 
Europe to obtain testimony from 


to 
an 


| American citizen now residing there and 
| regarded by the Commission’s counsel as 


The falling off in the two months | an 


important witness, was made 
hearing in the case on March 21. 

The Aluminum Company contended 
that the Commission was without au- 
thority to take testimony outside the 
United States, further maintining that 
in effect, 


ata 


the United States. 

The complaint against the Aluminum 
Company of America was filed by the 
Commission on July 21, 1925, and answer 
made by the respondent shortly there- 
after. 


— ne 


By Rays and Phones | Fur ther ‘Action 


to | 
east and west | 

® | 
as an ulti- |! 


the | 





Ford | 


Planned Against 


Furniture Firms. 


Department of Justice 
Seek Retrial of Case 
Against 190 Manu- 


facturers. 


to 


The so-called “farniture cases” which 
were tried and resulted in a disagree- 
ment in the Federal court at Chicago 
will be prosecuted to “a definite conclu- 
sion at the earliest possible date,” the 
Department of Justice announced 
March 26. 

The jury reported on 
it was unable to agree 


March 21 that 
as to a verdict 


on the charges made by the Government , 


against the approximately 190 furniture 


manufacturers which were charged with | 
combining to eliminate competition un- | 


der the anti-trust laws. 
The full text of the 
statement folldws: 
The 


Department’s 


Departmentof Justicé has re- 


| ceived the report of counsel for the Gov- 


ernment in the so-called furniture 
which were tried in the 
District Court at Chicago 
than two months and resulted 


trust 
cases, 
States 
more 


for 
in 


; | a disagreement of the jury on March 21. 
it was | Approximately 190 manufacturers, be- | 


Alliance of Fur- | 


longing to the National 
niture Manufacturers and producing up- 
wards of 75 per cent of the bedroom and 
dining room furniture annually produced 
in the United States, were charged with 
having engaged in a combination 
eliminate competition with respect 
prices and to curtail production. 
About one-half of 
belonging to the 


to 


the manufacturers 
National Alliance 


| pleaded guilty and paid fines aggregat- 


ing $215,000 and the cases went to trial 
as to the remainder of the manufactur- 
ers, a number of the officers thereof and 
the secretary and cost expert employed 
by the National Alliance. 

The substantial character of the evi- 
dence submitted in support of the indict- 
ment appears to demand that these most 
important cases be prosecuted to a defi- 
nite conclusion at the earliest possible 
date. 
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States Plan to S pend 
Billion on Hi ghways 


| Program Calls for Building of | 
26,841 Miles of Roads 
in 1927. 


Road ‘construction during 1927 in 47 
States will total 26,841 miles and 
cost approximately $648,483,000, accord- 
ing to State highway programs reported 
to the Bureau of “ublic Roads, Depart- 
ment of Agriculture. 





Expenditures of counties and other 
local subdivisions of Government will 
total approximately $421,000,000 on road 
improvement, bringing the total well 
above -$1,000,000,000. The full text of 


follows: 
The construction of 26,841 miles 
' road and the maintenance of 239,847 
miles are included in the 1927 State 
highway programs of 47 States, accord- 
ing to reports reccived by the 
of Rublic Roads. 
clude the 


construction of a number 


[Continued on 1 Page 3, Column 1.) 


Program of Pin Agave ‘rican 


Conference Is Announced 


Hoover, 
of 


and 
Colombia, 


Seerctaries Kellogg ond 
Enrique QOlaya, Minister 
: will be among the 

Pan American 
| in Washington, 
a preliminary 
the 


Conference 
according to 
announced 


Commercial 
May 2-5, 
program 

Pan American Union. 


The text of the statement announcing | 


the other 
3arriers 


speakers follows: 


to trade and the means of 
American commerce will be discussed by 
| John H. Fahey, formerly presiden: of the 
United States Chamber of Commerce. 


| William C. Redfield, former Secretary 


of capital in Latin America. 

Addresses on maritime communica- 
tions will be delivered by 
Grace and Frank C. Munson. 

Walter P. MacCracken, Assistant Sec- 
| retary of Commerce *for Aeronautics, 
will speak on thé possibilities of avia- 
tion in inter-Américan commerce, and 
C. C. Martin, of the 
facturers’ 


cuss consular procedure and’ customs. 


Summary of All News Contained in Today’s Issue 


March 28, 1927 


Aeronautics 


Review of experimental work of Bu- 
reau of Standards in developing direc- 
tional aviation beacons. 

Page 1, Col. 4 

Airplanes to make preliminary sur- 
veys of mining concession in 
Africa. 


Ag 


‘riculture 


Page 3, Col. 7 


Shipments of Egyptian onions to the 
United States in March declared larger 


than for same period last year. 

Page 4, 

Court of Claims awards 

for work on Muscle Shoals, 
Cincinnati nitrate plants. 


Page 6, Col. 6 | 
February report on agricultural con- 


ditions of irrigation projects. 


Page 4, Col. 1 


Weekly grain review. 


Page 4, Col. 2 | 


Anti-Trust Laws 


Department of Justice plans further 
prosecution of furniture manufacturers 
after jury fails to agree on verdict in 


anti-trust violations. 
Page 
Federal Trade Commission to 
Company of America, 
violation of Clayton Act. 


Page 1, 


charged 


Banking 


Board of Tax Appeals holds, in estate 
deduction | 
ac- 


including bank stock, that 
should be allowed on properties 
quired from prior estate. 
Page 6, 
Federal Reserve Board 
ditions. 
Page 1, 
Government in 
of proposed 


Nationalist 
gives outline 
policy. 


Page 2, Col. 5 
re- | 
port of debits to individual accounts by | 


Weekly Federal Reserve Board 


member banks. 


Page 9, Col. 1 


Bank of France reviews improvement 


in national’finances in 1926, 
Page 9, 


ware for 1926, 


Page 9, Col. 6 | 


Organization reported of new Banco 
de Estado de Sao Paulo, in Brazil. 
Page 9, 
Daily statement and analysis chart 
of the United States Treasury. 
Page 9, 
Foreign Exchange rates. 
Page 9, Col. 4 


Col. 4 


e “Railroads.” 


South | 


Col. 4 
judgment 
Toledo and | 


1, Col. 5 
take 
testimony abroad in case of Aluminum 
with 


Col. 4 


Col. 1 | 
February | 
statement of industrial and trade con- 


Col. 1 
China 
financial 


Col. 2 } 
Financial statistics of State of Dela- 


Col. 7 


Indexed by Groups and Classifications. 


Books-Publications 


New books received at the Library of 
Congress. 
Page 5, Col. 2 
Books and publications issued by the 
United States Government. 
Page 5, 


Child Welfare 


Parents advised to check bad habits 
of little children. 


Col. 3 


Page 3, Col. 1 


Claims 


| Page 10. 


Coal 


General Land Office authorizes lea’s- 
| ing of coal tract in Wyoming. 
| Page 4, Col. 7 
Weekly coal production review. 

Page 8, Col. 7 





| Commerce-Trade 


Federal Reserve Board February 


statement of industrial and trade con- | 


ditions. 


Page 1, Col. 1 


Program of speakers announced for ! 


| Pan American Commercial Conference, 
at Washington, D. C., May 2-5. 
Page 1, 
Exports of industrial machinery ma- 
terially increase in February. 
Page 8, Col. 4 
Weekly review of world trade oppor- 
tunities. 
. Col. 


Page 8 5 
Danis h 


Earnings are reported for 
East Asiatic Co. 


Page 9, Col. 7 


Cong oress 


Fifty- five bills from House Commit- 


| tee on Judiciary were enacted into law 


during Sixty-ninth Congress. 


Page 12, Col. 7 
Cotton 


Weekly cotton movement report with 
accompanying chart. 
Page 4, 


Court Decisions 


See special Index and Law Digest on 
Page 10. 


| Customs 


Customs receipts for current year ex- 
pected to set new record. 
Page 1, Col. 3 
Customs Court rules that thread and 
gloves should be marked with country 
of origin. 
Page 10, Col. 7 
Customs Court holds embossed card- 
board dutiable at 30 per cent. 
Page 6, Col. 6 


| Commerce, 


Col. 6 | 1.500 


| gives 
| policy. 


; after 


Col. 5 | 





| 
Customs Court upholds on 
Oriental carpets or rugs. | 
Page 6, Col. 6 | 
Customs Court affirms coilector in 
duty on strips of glass. 


duty 


Page 6, Col. 4 
holds soccer football | 
50 per cent. | 
Page 6, 


Customs Court 
nets dutiable at | 
Col. 5 | 


| Education 


‘George B. Bell. of the Department of 
describes the work of the 
Agricaltural Implements Division, of 


| which he is head. 
Sce special Index and Law Digest on | 


Page 12, Col. 3 
Library of Congress to open Pennell 
Art Collection on April 2 


Page 5, Col. 1 


Electrical Industry 


Australia considering factory to elec- 
trically record discs. 


Foodstuffs 


Weekly 


Page 3. Col. 7 


butter market review. 


Page 4, Col. 7 

Foreign Affairs 
Admiral Williams 
at Shanghai 
powers 
there; 


reports 


very tense” and foreign 
strengthening their forces 
Navy Department announces 
more marines will be sent to 
China. 

Page 1. Col. 7 
business conditions re- 


Labor and 


| viewed in Chinese war zone. 


Page 1, Col. 7 


War insurance rates declining in 


| China in belligerant area, 


Page 1, Col. 7 
Government in’ China 
of proposed financial 


Nationalist 
outline 


Page 2, Col. 5 
| . 
Furniiure 
Department of Justice plans further 
prosecution of furniture manufacturers 
jury fails to agree on verdict in 
anti-trust violations. 
Page 1, Col. 5 


Game and Fish 


Herd of 2% elk released 
National Forest in Arizona. 
Page 4, Col. € 


Gov't Personnel 


Daily decisions of the General 
counting Office. 


in 


Ac- 


Page 12, 

Daily engagements of the 
dent at the Executive Offices. 
Page 3, Col. 7 


Col. 3 


Gov't Topical Surve y 


George B. Bell, of the Department of 
Commerce, describes the work of the | 


Agricultural Implements 


| aliens 
situation | 


Apache | 


| $225,000 


| view 


Presi- | 


> 


Division, of 
which he is head. 


Page 12, Col. 3 


| Highways 


Road construction in 1927 will cover | 
26.000 miles and cost $648,000,000. 
Page 1, Col. 6 


Home Economics 


Differences explained between home | 
projects and home practices in Home 
Economics training. 

Page 5, Col. 4 


Tmmi gration 


District Court, Pa., holds Indians not | 
aliens in crossing and recrossing Ca- | 
nadian border. 

Page 6, Col. 7 


: : 
Indian Affairs 


Court of Appeals, 8th Cir. holds 
Sceretary of Interior has right to pre- 


| scribe restrictive conditions in deed by | 
; Indian. 


Page 11, Col. 1 | 
holds Indians not | 
recrossing Ca- 


District Court, Pa., 
in crossing and 
nadian border. 

Page 6, Col. 7 


Insurance 


War insurance rates declining in 


| China in belligerant area. 


Page 1, Col. 7 

Signed form held by veteran is ruled 
not to be change in beneficiary. 

Page 12, Col. 1 


| International Law 


Norris criticizes termination 
with Mexico and sales of | 


Senator 


of treaty 


munitions to Diaz Government. 


Page 2, Col. 4 
. + 
Judiciary 
See special Index 
Decisions ov Page 6, 
See special Index and Law Digest on | 


and Digest of Tas | 


Page 10. 


Manufacturers 


District Court, N. Y., holds patent on 
temple bar construction for spectacles 
is not infringed. 

Page 10, Col. 1 

Court of Claims dismisses claim of 
against Government for in- 
creased cost of making gun carriages. 

Page 6, Col. 2 
ruled patentable in 
of absence of idea in references. 

Page 10, Col. 7 
of production and 


Handleless brush 


Chart illustrative 


; shipments of vitrified china plumbing. 


Page 7, Col. 5 


Milling 


Manner of sales and purchases de- 


For Additional Classifications of the News Summary, See Page 3. 


clared factor 


tions. 


in grain price fluctua- 
Page 4, Col. 4 
grain review. 


Weekly 
Page 4, Col. 


Mines and Minerals 


Airplanes to make 
veys of mining 
Africa, 


preliminary sur- 
concession in South 


Page 3, 
National Defense 


Navy Department reports 1,500 more 


Col. 7 


| Marines on way to China. 


Page 1, Col. 7 
War Department reports 32 per cent 
of its commissioned personnel rose from 


| the ranks. 


Page 5, Col. 5 
Court of Claims dismisses claim of 


$225,000 against government for in- 


/ creased cost of making gun carriages. 


Page 6, Col. 2 
Ten candidates named for Military 
Academy. 
Page 5, Col. 7 
Board to inspect military col- 
Third area. 


Army 
leges of 
Page 5, Col. 7 
Orders issued to the personnel of the 
War Department. 
Page 5, Col. 6 
Orders issued to the personnel of the 
Navy Department. 
Page 5, Col. 5 
Orders issued to the personnel of the 
Marine Corps. 


Oil 
New Chilean law claims all oil-bear- 
ing lands as property of State. 
Page 8, Col. 7 


Page 5, Col. 6 


Packers 
Demand is improved in 
Wholesale 


New York 
market fer dressed meats. 
Page 4, Col. 5 


Patents 


Patent 
courts of the 


suits filed 
7 


JInited 


in the 
States. 

Page 10, Col. 4 
* See special Index and Law Digest on 
Page 10. 


Postal Service 


Fourth-class postmasters named in 11 
States. 


various 


Page 12, Col. 6 
Changes announced in mail messen- 
ger routes. 
Page 12, Col. 6 
Changes announced in railway mail 
service. 
Page 12, Col. 7 
Domestic money-order offices estab- 
lished and discontinued> 
Page 12, Col. 7 
[Continued on Page Three.]} 


will | 





of | 


Bureau | 
The programs also in- | 
of | 


| which 
ported as “quiet” 


speakers at the Third | 
} | attack along the boundary,” Admiral C. 


overcoming obstacles to growth of inter- | 


‘of a landing force from 


Joseph P. | 


| dered 
| destroyers to the harbor, and also are 


American Manv- |! 
Export Association will dis- | 


| ible” 
| ported, and about 100 Americans, mostly 


partment 
| that 


| conference between Frank 


| that 


| received 
} merce, the war 
| the belligerent areas in China declined 
| slightly 


' patched 
| reads in full: 
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|Foreign Powers 
Strengthen Foree 


In Shanghai Area 


Situation in Chinese City Is 
Reported by Admiral Wil- 
liams as Being ‘‘Very 
Tense. z 


| Force of 1,500 Marines 


the detailed announcement of State plans 
| 


To Be Sent t6 Orient 


| Regiment to Cross Country by 


Rail Sail 
Diego on 


and San 


Transport 
**Henderson.”’ 


From 


Conditions in the city of Shanghai, 
for the past week have been re- 
suddenly have become 


“very tense” and both the international 


| settlement and the French concession in 


the city “dre maktng preparations to 


| prevent any outbreak on the part of a 


mob and likewise to meet any such mob 


S. Williams, Commander-in-Chief of the 


by | Asiatic Fleet, reported in a dispatch to 


| the 


Department 
March 27. 
Virtually all the foreign powers who 
have assigned warships and _ landing 
forces to the Shanghai area for the pro- 
te-tion of life and property of their 
nationals, “have augmented their per- 
sonnel in that vicinity,” Admiral Will- 
iams’ dispatch stated. The American. 


of the Navy on 


! ( ; | landing force of 1,500 marines is being 
| of Comnierce, will discuss the investment | ’ 


strengthened by a temporary assignment 
the armored 
cruiser Pittsburgh, flagship of the 
Asiatic Fleet; regiment of British troops 
has been dispatched io Shanghai from 
Hong Kong and the Japanese have or- 
the cruiser “Hirado” and eight 


increasing their landing force by more 
than 500 men. 
All Americans Leave Nanking. 
In an earlier dispatch, reviewing con- 


; Mitions in China, Admiral Williams re- 


ported that all Americans had evacuated?” 
| Nanking. 


A general withdrawal of all 
Americans and British along the Yangtze 


| River, where the civil war has been at its 


height, is planned by the authorities in 
China of these countries, according to 
Admiral’ Williams’ message. 
Propaganda against foreigners is “vis- 
at Hankow, Admiral Williams re- 


women and children, sailed on March 27 
for Shanghai, leaving approximately 100 
American men at that city. A “strong 
anti-foreign agitation” is growing at 


| Wuhu, with the result that all: foreign 


women and children are evacuating, it 
was reported. 

Announcement was made by the De- 
of the Navy on March -26 
an additional force of 1,500 
marines was being sent to China to re- 
inforce the American forces now there. 
The announcement was made after a 
B. Kellogg, 
Secretary of State; Curtis D. Wilbur, 
Secretary of the Navy; Gen. Charles P. 


| Summerall, Chief of Staff of the United 


States Army, and Admiral E. W. Eberle, 
Chief of Naval Operations. 

The Department of the Navy stated 
part of these Marines would be 
picked up from various posts along the 
Atlantic Coast and concentrated at 


[Continued on Page 2, 


Column 1.) 


War Insurance Rates 


Declining in China 


General Strike in Shanghai De- 
clared to Have Only Partially 
Disrupted Business. 


According to the latest cable reports 
by the Department of Com- 
risk insurance rates in 


after the capture of Shanghai 
and Nanking by the Nationalist forces. 
A cable received on March 26 from 
Commercial Attache Julean Arnold, dis- 
from Shanghai on March 25, 


Business Is Disrupted. 
The general strike.which followed the 
occupation of Shanghai by Nationalist 
forces, engineered by the radicals as a 


: demonstration of welcome, only: partially 


succeeded in disrupting business. Shops 
which were closed down because of an- 
ticipated disturbances are gradually re- 
opening. The situation, however, con- 
tinues tense. Numbers of laborers, in- 
cluding the Chinese staff of the customs 
service and postal employes, remain on 
strike. Representatives of the leading 
Chinese trades are meeting daily in an 
effort to. compat the communistis poli- 
cies of radical agitators, as Chinese busi- 
ness men are opposed to a repetition in 
Shanghai of the conditions which Han- 
kow and Changsha have experienced dur- 
ing the past two months. 


On March 25, full war risk insurance 
rates were quoted at 1% per cent inside 
the foreign defense area, and 2 per cent 


[Continued on Page 2, Column 7.) 





(Rear 
INDEX 


Chinese 


Bond Issues 


Additional Foree of Marines Is Ordered to China 3 
And Protest Directed Against Killing of Americans 


Refugees Evacuate 
Interior of Country 


Rapid Movement to Shanghai 
Reported in Messages from 


Far East. 


[Continued From Page 1.} 
Quantico, where there are now 3,000 
marines stationed. A complete regi- 
ment of 1,500, with medical corps and 
headquarters staff, will be made up of 
marines from Quantico and Philadelphia 
when the contingents reach San Diego. 

The transport “Henderson,” which is 
now at Corinto, has been ordered to 
San Diego. This trip will require eight 
days. After arrival of the 1,500 
marines and the ‘‘Henderson” at San 
Diego, the force will emark on the 
“Henderson” for China. The trip across 
the Pacific will require 22 days. 

Gol. Harold C. Snyder, 
of the Marine Barracks at Philadelphia, 
will command the contingent, which will 
be known as the Sixth Regiment, it was 
announced orally at Marine Corps head- 
quarters. 

In an oral statement March 26, Sec- 
retary Wilbur said that the reason for 
sendifig 1,500 additional marines to 
China was “very apparent, namely, the 
inability of the Cantonese commander ! 
at Nanking to control the troops, not- 
withstanding the good intentions of | 
those officers to control them.” It was, | 
consequently, deemed necessary by Ad- 
miral Williams to have a greater force 
on hand. The Secretary said that he | 
gathered, from the official dispatches } 
from Nanking, that the Cantonese have | 
expressed the intention of protecting | 
foreigners. 

In his conferences on March 26 with 
Secretary of State Frank B. Kellogg, Mr. | 
Wilbur said he discussed the advisability | 
and methods of meeting the request of | 
Admiral Williams for the additional 
1,500 marines. 


American Force 
Of 4,750 in China 

Mr. Wilbur pointed out that with the | 
1,500 marines now in China, the 1,500 
additional en route, and about 1,750 
sailors who can be *femoved from the | 
American war vessels in Chinese waters | 
and the three cruisers en route, the 
United States has available for possible 
land duty in China a total of 4,750 fight- 
ing men. 


Regarding the successful evacuation of | 


American refugees Mr. Wilbur said: 


out of Nanking. It looked yesterday as 
though we would have from 35 to 150 
killed. Admiral Hough deserves great 
credit in getting them out without a 
fight and a lot of people killed on both | 
sides. 

“This is worthy of comment, 
is a man who had the responsibility and 
the power. He acied tactfully and well 
when all the indications were for the 
chances of a massacre. Admiral Williams 
is acting with the utmost wisdom, so | 
far as we can judge, in meeting condi- 
tion as they arise.” 


: } 
for here 


In addition to the land forces, a squad- | 


ron of 12 airplanes, six of combat and 
They will be | 
T. Evans, 


aboard the “Henderson.” 
commanded by Maj. Francis 


in command of the Aircraft Squadrons, | 
West Coast Expeditionary Force of the | 
The com- | 
bat planes now are at San Diego, but | 
the observation planes will be sent to ! 
Va., | 


Marine Corps, at San Diego. 


the coast by rail from Quantico, 
where they now are based. 

At least half of 
semble at Philadelphia, 
from the marine forces at the 
Yards at Portsmouth, N. H.; 
and Brooklyn. 
Philadelphia directly to San Diego. 
Those marines to be assembled at Quan- 


Navy 
Boston 


tico for duty in China will be drawn from | 


the Charleston and Norfolk Navy Yards. 

Other staff officers of the Sixth Regi- 
ment will be Lieut. Col. Jesse F. Dyer, 
Marine Base. Parris Island, S. C.; Maj. 
Adolph B. Miller, Commander, Marine 
Barracks Naval Air Station, Lakehurst, 
N. J.; Maj. Harry Schmidtt, Marine Re- 
cruiting Station, St. Paul, Minn.; 
Maj. Edmond H. Moore, Post and Staff, 
Quantico, Va. 

The situation in 
China on March 27 was described in two 
statements by the Department of the 
Navy. 

The full 
follows: 

“Admiral C. S. Williams, 
in-Chief of the Asiatic Fleet, has re- 
ported to the Navy Department in a 


dispatch dated March 27 concerning the 


text of the first statement 


According to Admiral Williams the sit- 
uation in the city of Shanghai is 
very tense. 
tlement and the .French concession are 
making preparations to prevent any out- 
break on the part of a mob and likewise 
to meet any such mob attack along the 
boundry. The American landing force 
on shore is being augmented by the tem- 
porary assignment to it of a landing 


now 


ship of Admiral Williams. It is reported 
that the Cantonese General Chiang Kai 
Shek arrived in the city on the after- 
noon of the 26th, and that he is still 
there, in the native settlement. 

“Further demands have been made of 
the Shanghai municipal council by the 
local general labor union. Today they 
have requested that 
the International 
moved, 

“Up to 4 p. m., on the afternoon of the 
27th, neither the demand concerning the 


Settlement be re- 


: force in the city by over 500 men. 


Commandant } 


| are escorting all 
; Kiantyan forts which fired upon them 


| with rifles. Engagement between sev- | 


the regiment will as- | 
being mustered | 
| Department today that he has instructed 
| the Consul General at Hankow 
They will proceed from | 


| ure for 


and | : ‘ - 
| Lockhart was sent from Peking at 7 p. 
i m., March 25.” 


the disturbed area in 


Commander- | 


ave L | ing persons have arrived on March 
latest conditions in the city of Shanghai. | 


Both the international set- | 


| Mrs, 
from the U. S. S. Pittsburgh, the flag- | 


all barricades around | 
| W.. A. 
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Foreign Affairs 


removal of the barricades, nor the de- | 
mand concerning the reinstatement of 
the discharged strikers, had been com- 
plied with. As a result another general 
strike is threatened. 

“Foreign forces at Shanghai are aug- 
menting their commands. A regiment 
of British troops has been dispatched to 
Shanghai from Hong Kong. The Jap- 
anese have ordered the “Hirado” and 
eight destroyers to the local harbor, and 
they are also increasing their ae 
indications point to the fact that local 
agitators have arranged to hold a demon- 
stration at the West Gate this afternoon 
at 2 p. m.” 

The full text of the second statement 
follows: 

“Admiral C. S. Williams, Commander 
in Chief of the Asiatic Fleet now in 
Shanghai on his flagship, the U. S. S. 
Pittsburgh, has reported to the Navy 
Department concerning conditions in 
China in the following dispatch which 
was dated March 27 at 3:30 p. m. 

“*All Americans evacuated from Nan- 
king. Following casualties, Dr. Wil- 
liams dead. Miss Moffat seriously wound- 
ed but no immediate danger, Mr. Hobart 
broken ankle, one sailor wounded. Jap- 
anese casualties, one sailor killed, one 
member of the consular staff wounded, 
one civilian wounded. British casualties, 
three killed, two wounded, including the 
British consul general, all British citi- 
zens evacuated to war vessels excepting 
two Sikhs reported wounded. 

“ ‘General withdrawal of all Americans 
along the river is plan of the Americans 
and British. 

“*At Hankow 


propaganda visible 


| against the foreigners, about 100 Ameri- 


cans, mostly women and children sailing 


| today for Shanghai, approximately 100 


American men remaining. At Wuhu 
strong antiforeign agitation growing, all 


| foreign women and children leaving. 


“*At Kiukiang there is quiet, 25 Amer- 
ican men sailed yesterday for Shanghai. 

““At Chinkiang all but five Americans 
have left. 

“‘British and American men of war 
refugee ships 


eral Chinese gunboats off Wusang this 


| morning engaged vessels headed for the 


open sea still firing. American destroy- 


| ers have left Shanghai to evacuate ‘mis- | 
| sionaries 


from Taichow, 
Tungchow and Kiangyin. 


Choatocheng, 


“*‘A Japanese destroyer has been ord- } 
| ered to Cheefu.’ ” 


Official Dispatches 


| Received on March 26 


The situation in the disturbed area on | 
| March 26 was described in a series of 


| statements issued by the Department of 
“We are very happy to get our people | 


State and the Department of the Navy. 
These are given herewith in the order in 
which they were issued. 


sued by 
March 26 follows: 
“The American Consul General, Clar- 


| ence E. Gauss reported to the Depart- 

| ment of State, March 25, 10 p. m., that | 
two shiploads of refugees from | 
on | 
| March 26, and that, according to a report 

from the Consul at Nanking, many of | 
them are destitute and will require as- | 


the first 


Nanking will arrive at Shanghai 


sistance. Consul General Gauss also 


states that he has received reports from | 
0 - | Hankow and elsewhere in the Yangtze | 
six of observation type, will go to China | 


Valley to the effect that rapid evacua- 
tion to Shanghai is taking place. 

“The Department has 
word from Consul General Gauss that he 
needed certain funds to take care of des- 


titute Americans who had been evacuated } 


from Nanking and other places. The 


Department is today telegraphing him | 


that the American Red Cross is placing 
$10,000 at his disposition. 

“The American Minister at Peking, Mr. 
J. V. A. MacMurray, has inform:d the 


to call 
Eugene Chen and 
against the un- 
outrageous attack upon 


immediately upon Mr. 
protest vigorously 
provoked and 


to 


and killing of Americans citizens by Na- | ; : : 
| message from the American Consul Gen- 


! eral at Hankow, Frank P. Lockhart, dated 


tionalist forces at Nanking. The Con- 


| sul General at Hankow was instructed 
| further 
; Minister MacMurray’s expectations that 


to impress upon Mr. Chen 


he will at once take every possible meas- 

the relief of Americans still in 

Nanking. 
“This 


. 
instruction to Consul Geenral 


Names of Refugees 


| From Nanking and Chinkiang 


The full text of the statement issued 


| by the Department of State on March 
| 26 follows: 


“The Department was informed today 


in a message from the American Consul | 


General at Shanghai, dated March 26, 
i p.m. (Shanghai time) that the follow- 


(Shanghai time) at Shanghai from Nan- 


| king and Chinkiang: 


“Miss Nellie M. Davis, Miss Carrie A. 
Allman, Miss Evelyn Watson, Miss Mary 
Lou Penaff, Miss Eleanor M. Wright, 
Miss Freda Gersberger, Miss Minnie FE. 
Carlson, Dr. 
A. Landis. 

“Mr. William R. Kepler, Mr. Nathaniel 
Tooker, Mr. Campbell Napier, Dr. and 
Chas. S. Gibbs, 
Miss Bertha L. Riechers, Miss Marion 
Hedrick, Miss Ruth M. Sewall, Miss Lil- 
lian Harris, Miss Eva L. Smawley, Mrs. 
Charles A. Matti, Miss Matilda Stuart, 
Dr. Grace K. Martin, Miss Helen R. 
Biermann, Mr. P. E. Quimby, Mr. Grant 
Whipple, Mr. John R. Williams. 

“Mr. David Napier, Mrs. M. F. Keen 


| and child, Miss Joy L. Smith, Miss Alice 


Flenner, Miss Edna F. Detweiler, Mrs. 
Stuart, Miss Elsa Logan, Miss 
Helen E. Whitaker, Miss Katherine 
Boove, Miss Bertha M. Gless, Miss 
Florence Nichles, Miss Rachel Mostrom, 


also received | 


| sail for 
| time). 


| the other Americans. 
| situation at Hankow as very tense 
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Mary E. McDaniel, Mr. F. | P 
: Are Received 


Miss Isabel Luce, | 
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Squadron of Planes 


To Go With Regiment 


Personnel to Assemble at Phil- 
adelphia and Quan- 
tico. 


Miss Helen Skilling, Mrs. B. F. Brose, 
Miss Esther N. Pederson, Miss M. F. 


Mayo. 

“Mrs. F. R. Millican and one child, 
Mrs. A. J. Bowen, Miss L. Abbott, Miss 
Mildred Clelland, Mrs. W. Lowdermilk 
and infant, Mrs. L. : Lancaster and 
two children, Miss L. S. Hammond, Mr. 
and Mrs. J. B. aaa and three chil- 
dren, Mr. F. C. Jordon, Mr. and Mrs. 
R. H. Hartwell, Miss A. M. Love, P. 
G. Barr, D. C. Sims. 

“Mr. and Mrs. A. H. Selles, E. C. 
Lobenstine, Mrs. J. H. Daniels and two 
children, Anna Crenshaw, Martha 
Crenshaw, Mrs. A. C. Hutcheson and 
three children, Mary Price, Miss M. Nail- 
ing, Mrs. A. H. Reinhart and two chil- 
dren, Mrs. H. M. Burwell, Miss V. 
Darcel. 

“Mrs. W. T. McAfee and one child, 
Mrs. H. G. Ronson and three children, 
Mr. and Mrs. C. W. Sorrell and one child, 
Mrs. R. S: Lamson, Miss Margaret Law- 
rence, Miss Pauline Wisegarver, Miss 
Maud E. Whipple, Miss Elma Bertschin, 
Miss Ruth M. Brittain. 


Situation in Shanghai 


Is Regarded as Tense 
“Mr. F. W. Dieterich, Miss Rose Both- 


| well, Mrs. C. E. De Vol, Miss Lois Whip- 


ple, Miss Faith Williams, Mrs. L. L. Hale 


and four children, Mrs. C. S. Smith and | 
| and personnel follows: 


one child, Miss E. C. Shaw, Miss M. Mills, 
Mrs. G. W Loos and infant, Miss A. 


Remacle. : 
“Mrs. D. W. Richardson and three chil- 


| dren, Mr. and Mrs. H. J. Doolittle and | 
past | 


Mrs. W. F. Hummel and four chil- 
dren, Mrs. J. H. Reisner and three chil- 
dren, Mrs. A. J. Harper, Mrs. M. W. 
Caldwell, Mrs. E. V. Jones, Mr. and Mrs. 
L. W. Shaw, H. Storrs. 

“Miss M. Winsiett, Mrs. E. T. Hobart, 
Mrs. C. D. Nichols, Miss E. Ploeg, Mrs. 


sen, 


| J. K. Davis and two children, Miss H. 


Koiner, Craig Crenshaw, Miss J. Wilson, 
John Taylor, Mrs. H. Clemons and two 


| children, Mr. and Mrs. L. E. Reed.” 


The full text of the third statement 


| issued on March 26 by the Department 
| of State follows: 


“The Department of State today re- 
ceived a message from the .American 
Consul General at Shanghai, Clarence E. 
Gauss, dated March 26 (Shanghai time), 


| stating that the British official report 


The tall text of the first statement i6- | states that all the Americans at Nanking 


the Department of State on | 


are accounted for. 
“The casualties are one killed, and 
one lady serioasly wounded. It is pre- 
sumed that Dr. Williams, of Nanking 
University, is the American killed and 
Miss Moffet the American injured. 
“Consul General Gauss 


(Shanghai time), that the situation in 


Shanghai on that date is very tense. | 
The greatest precautions are being taken. | 


General Chiang Kai Shek is reported to 
have arrived at Shanghai March 
(Shanghai time). 

“Mr. Gauss also reports that the Con- 


sulate General is continuing to broad- ; 
| east a radio warning to Americans in 


the interior to evacuate. Some of these 
Americans are coming into Shanghai, 
while others are known to be en route. 

“A destroyer has been sent on March 
26 (Shanghai time) to endeavor to evac- 
uate the Presbyterian missionaries at 


| Kiangyin and Tai Chow on the Yangtze 


River and also the Seventh Day Adven- 


| tists at Chiaoto Cheng near Chinkiang. 


| American Women and Children 
Aboard Ship at Hankow 


“The Department has also received a 


March 24, 5 p. m. (Hankow time), stat- 
ing that at that date about 200 American 


| women and children are being placed 


” 


aboard the “Suiwo,” which will probably 


“Consul General Lockhart reports that 
he has arranged an additional boat for 
the remaining women and children and 
He reports the 


uncertain, despite the fact that no dis- 


| order has occurred so far. 


“Minister MacMurray reports to the 
Department under date of March 25, 
p. m. (Peking time), that in view of the 
demonstrated inability or unwillingness 
on the part of the Nationalist authorities 
to protect American lives within Na- 
tionalist territory, the Minister is in- 
structing all American Consuls in the 
Nationalist region to atempt to have all 
Americans withdrawn immediately from 
their respective districts.” 


Navy Dispatches 


The full text of the first statement 
issued, on March 26 by the Department 
of the Navy follows: 

“Admiral C. S.>Williams has notified 


the Navy Department that ‘owing to the, 


capture of Shanghai by the Cantonese, 
the construction work on gunboats (for 
United States Navy) at Kiangnan Dock 
works was temporarily suspended. Rear 
Admiral Wwong and Captain Chen, the 
authorized ‘directors of the dockyard, 
confirmed by Peking government last 
November, and who still hold their cre- 
dentials from Peking, have been di- 
rected by Admiral Yang, in command 
of the Chinese Naval forces here and 
who has turned Cantonese,‘to continue 


| Commander 


also reports | 
in a message, dated March 26, 8 p. m. | 


26 


Shanghai that night (Hankow | 


and | 


the work on these gunboats. These di- 
rectors inform me that the work will be 
resumed on Monday. Accordingly have 
authorized the work to be continued and 
request the Department’s approval.’ 

“The following despatch from Rear 
Admiral H. H. Hough, U. S. N., com- 
mander of the Yangtze Patrol was for- 
warded to the Navy Department by 
Admiral C. 8. Williams: 

“Evacuation to wharves of American 
refugees, who had been prisoners at the 
Nanking University since yesterday 
morning (March 25), has begun. Not 
under military escort but not molested so 
far. This includes Miss Moffat (Miss 
Anne E. Moffatt, of the Northern Pres- 
byterian Mission) who was wantonly 
shot twice through the body by national- 
ists soldiers. American Consul on ‘Isa- 
bel.’ 


“Sent by Admiral Hough at 6.25 p. m., 


| March 26.” 


The full text of the second state- 


| ment issued on March 26 by the Depart- 


ment of the Navy follows: 

“Admiral C. S. Williams, U. S. N., 
in Chief of the Asiatic 
Fleet, on March 26 at 10:19 ‘p. m., 
filed the following dispatch which con- 
tains a report from Rear Admiral H. 
H. Hough, U. S. N., Commander of 
the Yangtze Patrol Force, now at Nan- 
king in the:U. §S. S. ‘Isabel,’ his flag- 
ship. The time of Admiral Hough’s dis- 


patch is not carried in the message re- | 
; bad. 


ceived at the Navy Department: 


“Present check gives all Americans | 


have been evacuated from Nanking to the 
warships. No dead except Dr. Williams. 
Injured, Miss Moffat, Mr. Hobart. Final 
check will be reported later. Japanese 
casualties, one sailor killed, one member 
of the consular staff wounded, one civil- 
ian wounded. Consulate was rushed by 
Cantonese soldiers and looted.’ ” 

A recapitulation of American naval 
and marine personnel and American 
warships in Chinese waters, made avail- 
able by the Department of the Navy, dis- 
closes: that there are 22 men-of-war in 
Chinese waters, and nine others en route. 
A total of 1,500 marines are at Shang- 


hai, and will be augmented by the 1,500 | 


ordered to proceed to China March 26. 
The naval war vessels, their location 


At Shanghai: Gunboats “Asheville” 
and “Sacremento,” 149 men each; cruiser 
“Pittsburgh,” 641 men; oiler “Pecos,” 
126 men; transport “Chaumont,” 258 
men; destroyers “Sicard,” “Stewart” and 
“Preble,” 106 men each, and 


| sweeper “Penguin,” 54 men. 


Chunking: Gunboat “Monocacy,” 
men. 
Canton: Gunboat “Helena,” 159 men. 
Changsha: Gunboat “Palos,” 50 men. 
Hongkong: Gunboat “Pampanga,” 50 
men. 


Nanking: Destroyers “Noa” and “Wil- | 


liam B. Preston,” 106 men each, and 
yacht “Isabel,” 84 men. 

Ichang: Gunboat “Elcano,” 50 men. 

Hankow: Destroyers “Pruitt” and 
“Hulbert” (Kiukiang), 106 men each, 
and gunboat “Villalobos,” 50 men. 

Chinkiang: Destroyer “Paul Jones,” 
106 men. 

Kiukiang: Mine sweeper “Pigeon,” 54 
men. 

One thousand five hundred marines. 

Six destroyers en route from Philip- 
pines; three cruisers from Hawaii. 


Objection Is Raised 


To Munition Sales 


Administration’s Relations 
With Nicaragua and 
Mexico Criticized. 


Senator Norris (Rep.), of Nebraska, 
in a written statement, says that the 
action of the President and the Secre- 
tary of State regarding Mexico and 
Nicaragua “has lost us the friendship 
of every nation in the hemisphere south 
of the Rio Grande River.” He criticises 


the sale of war munitions to President 
Diaz, of Nicaragua, as action “without 
any legal authority.” 

The full text of his statement follows: 

The action of the President and Secre- 
tary of State, terminating the treaty 
with Mexico, and the later announcement 
that the Government of the United 
States is selling arms and munitions of 
war to the pretender, Diaz, in Nicaragua, 
is shocking to every peace-loving citizen 
in civilization. The action in regard to 
Mexico is notice to those who want to 
overthrow the Government in Mexico, 
that they will have a free hand in the 
shipping from our country to revolution- 
ists in Mexico of all the arms and muni- 
tions that may be needed. 

Objects to Munition Sales. 

Doheney and Sinclair are now at lib- 
erty to use their millions in equipping 
revolutionary expeditions against a 
neighboring, friendly republic. They 
can supply the money for the purchase 
of arms and munitions, so that their 
titles to oil lands in Mexico can be legal- 
ized at the point of the bayonet. 

They will soon be able to recoup the 
money they have expended for the de- 
bauchery of our own public officials and, 
when the revolution gets properly on its 
feet, we can expect some American prop- 
erty somewhere in Mexico to be injured 
and perhaps some American lives put 
in jeopardy and, following the precedent 
recently established in Nicaragua, our 
soldiers will be called upon, ostensibly to 
protect American property and lives in 
Mexico, but, in reality, to make good 
Doheney’s and Sinclair’s title to oil lands. 
So that what has already happened in 
Nicaragua can and will, very likely, hap- 
pen in Mexico, 


If the President and Secretary, with- 
out the consent of Corigress, can sell 
guns and munitions of war to be used 


by Diaz to keep him in power in Nica- | 
they j 


ragua, there is no reason why 
should not sell some of our battleships 
to Mussolini; there is no reason why 
they should not put a czar on the throne 
in Russia and sell him, on time, upon 
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‘ALL STATEMENTS HERDIN ARE GIVEN ON OFFICIAL AUTHORITY ONLY 


AND WITHOUT CoMMENT BY 


China 


Nationalist Government in China Gives 
Outline of Proposed Financial Policy 


Department of Commerce Has Received Report of Details 
Surrounding Two Bond Issues From Finance Minister. 


Details surrounding the two bond is- 
sues made by the Nationalist Govern- 
ment in China for the rehabilitation of 
Hupeh have been received by the De- 
partment of Commerce. The first loan 
was for $20,000,000 at 8 per cent in- 
terest and issued for the purpose of 
rehabilitating Hupeh currency. The 
second was for $15,000,000 at 4 per 
cent interest and was intended for the 
purpose of consolidation and payment 
of loans contracted by previous gov- 


ernments of Hupeh Province. 


The financial policy to be pursued 
by the Nationalist Government in 
captured territory was outlined in an 
interview with T. V. Soong, Finance 
Minister of that government, issued at 
the time the Hupeh bond issues were 
broached, December 19, 1626. 

A translation of the interview as 
published at that time in Hankow, and 
just received by the Department of 
Commerce, reads as follows: 


“Present conditions in Hupch ‘are 
The chief causes may be found 
in the dislocation caused by the recent 
war, the obstruction of the trade routes 
which converge on Hankow, the new 
labor movement, and the feeling of un- 
certainty engendered by enemy propa- 
ganda. Not the least of the reasons is 
to be found in the reckless financing 
of the previous governments, which fre- 
quently obtained money at the point of 
the bayonet. Hankow still remembers 
how, just a few months ago, Wu pei-fu 
‘borrowed’ $2,500,000 from the Bank of 
China by the simple expedient of let- 
ting loose his soldiery on the bank’s 
vaults. Besides making forced loans 
they issued all sorts of irredeemable 
paper. Nothing was one to settle these 
currency issues, amounting to over 
$30,000,000 and now worthless. 
of the losses fell upon the banks, prin- 
cipally the native banks, many of which 
are now faced with ruin. Can we 
wonder that a great portion of the 
capital Shanghai previously invested in 


ind | Hankow has been withdrawn? 
mine | 


Orgy and Corruption. 


“There was also an orgy of squeeze 
and corruption; so much so, that the av- 
erage tax revenue of this wealthy prov- 
ince comes to less than $1,500,000 
monthly, as against an estimated expen- 
diture of more than double this amount. 

“The whole problem is complicated in 
the extreme, and if it is to be solved at 
all, it must be solved on a broad scale, 
and by proper coordination of political 
and military as well as financial forces. 
This complex problem the Nationalist 
Government intends to face squarely in 
the following .manner: 

“First, Western Hupeh must be cleared 
of the enemy so that the entire province 
will be in our hands. I am glad to say 
that this is being rapidly accomplished, 
and the Ichang region is almost cleared 
of the enemy. Szechuan and Kweichew 
will thus be open. 

“Second, we are trying to tap the trade 
of Honan Province, and are negotiating 
with the powers-that-be in the north to 
reopen the Kin-Han line to Peking. 

“Third, as regard labor disputes we 
are now actively preaching to both par- 
his promissory note, the cannons and 
the guns now belonging to our Govern- 
ment. 

Lack of Authority Alleged. 

Under this policy, there is no reason 
why our Government could not dispose 
of every battleship, every cruiser, every 
submarine, every fiying machine and 


| every gun and cannon that we own. This 


is ‘putting “more business in Govern- 
ment” with a vengeance. It is going 
into the manufacturing business and the 
sale of Governmental property without 
limit and, it might be well added, without 
any legal authority. If there is any- 
thing in the trend of modern days to- 
ward socialism, this is taking the whole 
socialistic doctrine at one jump. 

The action of the President and the 
Secretary of State in regard to Nicar- 
agua and Mexico, has lost us the friend- 
ship of every nation in this Hemisphere 
south of the Rio Grande river. Every 
Republic south of us is wondering what 
government we shall next take under 
our wing. 


It all means that the peopl¢ of Mexico, 


Central and South America, instead of 
regarding us as a friend, will look upon 
us with suspicion, doubt and fear. In 


addition, our manufacturing and business | 


interests, our commerce with every coun- 
try south of us in this Hemisphere, will 
be injured. We are driving all these 
people, who ought to be our friends, 
away from us and we are not only losing 
their friendship and their confidence, but 
we will lose their business as well. 

Our course logically drives them to 
our commercial competitors across the 
sea. Already there are indications in 
many of these countries that nothing 
manufactured in the United States will 
be bought that can be purchased elsec- 
Our course is not only injuring 
our national honor, but it is detrimental 
to our business and our commerce. 

Affects Liquor Importations. 

It is no answer to say that the em- 
bargo against the shipments of arms 
into Mexico still stands. The next step 
will be to lift this embargo, but, even 
if that is not done, it will not be en- 
forced, because it would be perfectly 
foolish to terminate this treaty, if it 
was intended that the embargo should be 
enforced. 

One of the things accomplished by the 
treaty, which has been terminated, is to 
prevent the shipment from Mexico into 
the United States of intoxicating liquors 
and, if it is said that the termination 
of the treaty will not affect the embargo, 
then it follows that the only object of 
such termination is to give bootlerrers a 
free hand to ship intoxicating liquoys 
into this country from Mexico, 


Much } 








ties that their common interest lies in 
industrial and commercial prosperity, 
and not in strife among themselves. 
While the just demands of labor must 
be met, trade and industry should be 
fostered, not checked. 

“Fourth, to combat enemy propangada 
the Government has just issued a mandate 
protecting private property thri ughout 
the territories. Indiscriminate ap- 
propriation of property on mere suspi- 
cion that it belongs to the militarists is 
also inteidicted, and in future property 
under suspicion of belonging to the mili- 
tarists may be seized only upon the order 
of the Ministry of Finance after careful 
investigation. 

“Fifth, the debts contracted by former 
governments, on which no interest has 
been paid, and which are in. constant 


| danger of repudiation, are to be consol- 


idated and repaid by a well secured bond 
issue, the socalled Rehabilitation of 
Hupeh Finance bonds. 


Repayment of Loans. 


“Sixth, in order to redeem the cash 
noted issued by the former governments, | 
to repay the loans contracted by the 
Nationalist Government in Hupeh dur- 
ing the past three months, and to se- 
cure sufficient funds for the reorganiza- 
tion of the finances and the establish- 
ment of a bank, a gilt-edged loan is to 
be placed on the market with ample 
security. 


“IT have the assurance that our loan 
will be well received, because our ex- 
perience in Kwangtung proves that in- 
stead of the present collection of one and 
a half millions monthly, Hupeh could 
easily yield five millions once confidence 
is restored and squeeze is stamped out. 


In Kwangtung the highest revenue at- 


tained since the Republic, that of 1921, 
was $31,000,000; in 1924 it had fallen to 
$9,300,000, but this year the province 
yielded $100,000,000. 

“In going to the market for funds to 
carry out the financial and currency re- 
organization, we are in the position of 
a@ man who can show his bankers that 
while he is temporarily short of funds, 
his project will in a couple of months 


| place him on his own feet, so to speak. 


On the other hand, what is the alterna- 
tive to the frank facing of the problem? 
Nothing but chaos and ruin for every- 
bady. The government will be living from 
hand to mouth, borrowing a few dollars 
here, and scraping a few there, with no 
system of taxation possible, with irreg- 
ular exactions made all around, and no 
administrative reforms possible, and a 
ragged horde of unpaid and starving sol- 
diery who once constituted the resistless 
Revolutionary Army. No, I feel sure 
our ‘people will gladly support our finan- 
cial program.” 

First Bond Issue: The outline of the 
two proposed bond issues was given out 
in a statement from Mr. Soong’s office. 
It follows: 

Nationalist Government Rehabilitation 
of Hupeh Currency Bonds. Amount: 
Twenty million dollars. Security: (a) 
Property belonging to the former Hupeh 
Government Currency Bureau shall con- 
stitute the first security; (b) proceeds 
from the 2% per cent production and 
consumption tax in Hupeh Province shall 
constitute the second security. 

Interest and Privilege: Interest to 
be 8 per cent per annum. Bondholders 
may buy the former Hupeh Government 
Currency Bureau property with the 
bonds. 

Redemption: Property constituting 
the first security shall be sold by pub- 
lic auctin, and proceeds from such sales 
shall be used for the redemption of 
bonds, which are to be completed within 
a three-year period. If at the beginning 
of 1930 the proceeds from the first se- 
curity should be insufficient for the total 
redemption of the bonds, then ~ es 
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War Risk 


Insurance’ 


War Insurance Rates 
Declining in China 
In Belligerant Area 


General Strike in Shanghai 
Declared to Have Only 
Partially Disrupted 
Business. 


[Continued From Page 1.] 
| outside that area. Industrials inside the 
defense area are quoted at 2 per cent per 
cent per month. 

The maritime customs revenues—sur- 
taxes not included—for February at 
Shanghai, Hankow, and Dairen show 
considerable decreases, while customs 
revenues at Tientsin show a considerable 
increase over the customs receipts for 
February of last year. 

War Insurance Rates. 

Previous cabled dispatches, 
patched before the catpure-of Shanghai, 
reads as follows: 

Full war insurance rates at Shang- 
hai on industrials inside the line of 
military defense have increased to 2 
per cent per month. Outside the mili- 
tary defense line the rate is 3 per cent | 
per month. The same kind of insurance 
on other properties inside is 1 per cent 
for three months; outside, 1 per cent 
per month. 

Reliable trade statistics are obtained 
only with unusual difficulty, but the 
evidence all points to a steady growth 
in the amount of imports brought in 
by native Chinese firms, with a corre- 
sponding shrinkage i in the business done 
by foreign commission houses. An in- 
stance is that of a new Chinese com- 
pany, with a paid-up capital of 400,- 
000 silver dollars, which is now open- 
ing an office in Tientsin for the purpose 
of importing some half-dozen products, 
chiefly from the United States. Another 
newly organized Chinese company is 
sending representatives to the United 
States to make agency connections. 


dis- 


of the second security shall be set aside 
for the redemption of the remaining 
bends by six half yearly installments by 
public drawings. 


Allocation of Bonds. 


| « 

| 

1 

| 

| 

| 

| 

| 

| 

| Allocation: (a) Bonds of the face value 
of seven million dollars to be set aside 
for the redemption of the depreciated 
“cash notes” of the former Hupeh Cur- 
rency Bureau. (b) Bonds to the value of 
three million dollars to be used for the 
payment of new loans contracted by the 
Nationalist Government in Hupeh. These 
bonds are to be paid at 92% of face 
alae (c) Five million dollars to be 
used as capital for the Central Bank of 
| Hupeh. This cash money is to be raised 
by mortgaging bonds at 80 per cent of 
the issue rate of 92% per cent. (d) The 
remaining bonds are to be deposited with 
the Central Bank of Hupeh as reserves, 
Detailed Regulations: The Ministry of 
Finance is instructed to draft and sub- 
mit to the Political Council detailed regu- 
lations governing the 
bonds. 

Second Bond Issue: Nationalist Govern- 
ment Consolidation on Hupeh. Finance 
Bonds. Amount: Fifteen Million Dollars. 
Security: Second mortgage on the 214 
per cent production and consumption tax 
as security. Interest: Four per cent 
per annum. Redemption: After the total 
redemption of the rehabilitation of Hupeh 
currency bonds, the bonds shall be re- 
deemed, beginning with 1933, by half 
yearly installments within a period of 
five years from proceeds of the security. 
Purpose: For the payment of loans con- 
tracted by previous 
Hupeh Province. 

Detailed Regulations: The Ministry of 
Finance is instructed to draft and sub- 
mit to the Political Council detailed regu- 
lations governing the 

! bonds. 
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Child’s ‘Naughtiness’ 


Is Declared Basis of 
Later Delinquency 


Parents Advised to Check 
Bad Habits Which Grow 
Into Defects of 
Character. 


The role of the parent in preventing 
juvenile delinquency is the subject of a 
general bulletin on child care prepared 
for free distribution by the Children’s 
Bureau of the Department of Labor. This 
and other available publications are re- 
viewed in the following statement issued 
by the Bureau March 26: 

Assistance to parents in dealing with 
the early behaivor problems of children 
is a vital factor in the prevention of de- 


fective character development and con- 


sequent juvenile delinquency. 

Sensational statements to the effect 
that delinquency and youthful crime have 
increased alarmingly in the past few 
years do not appear justified in the light 
of such statistics as are available. 
Nevertheless it generally admitted 
that much unnecessary’ delinquency 
xexists and that present conditions place 
ane temptations in the way of youth 
which were not known to earlier genera- 
tions. 

The first ounce of prevention must be 
administered in the home when little 
children show signs of naughtiness which, 


is 


’ 
# 


if not dealt with wisely, may develop ! 


into defects of character and personality, 
and cause the naughty child to become 
the bad boy and youthful delinquent. 


For the guidance of parents inv child ; 


care and training, the United States 
Children’s Bureau distributes free on re- 


quest a general bulletin on child care | 
dealing with the child of preschool age | 
management | 
which includes discussions of habits and | 
habit training in general, feeding habits, | 
jealousy, fear, anger, sex instruction, dis- | 


and a bulletin on child 


obedience, lying and stealing. 

The responsibility for 
grams to deal with the larger field of 
conduct disorders through 
and protective work with 
community. 

For the information of agencies in- 
terested in preventive and __ protective 
work, the Bureau has prepared in mimeo- 
graph form a brief outline on 


the 


is 


duct Problems of Children” in which the 
nature and prevalence of conduct prob- 
lems and the question of public opinion 
and delinquency are discussed. A use- 
ful list of references is appended to the 
outline which includes mention of preven- 


tive as well as protective programs and | 


a section devoted to juvenile courts based 
on the Bureau’s publication “Juvenile 
@ Court Standards,” 


yStates Plan to Spend 


Billion on Highways | 


[Continucd From Peg 1.) 


large bridges and the reconstruction of | 


roads previously improved. On account 
of uncertainty of supporting legislation 
no estimate of the season’s work is pos- 
sible as yet in Connecticut. 

In carrying out the above programs 
it is expected there will be expended 
under the supervision of the State high- 
way departments in the 47 States a total 
of $648,483,000. : 

In addition to-~the State expenditures 
approximate estimates indicate that 
counties and other lesser subdivisions of 
Government will expend during the year 
$475,000,000. 

Of the expenditures by the State high- 
way departments of the 47 States ap- 
proximately $421,000,000 is the esti- 
mated amount for road construction and, 


according to present plans, more than | 


5 additionz ri spent for | : 
$56,000,000 additional will be spent for | ment of Labor has just issued a hand- 


new bridges. For reconstruction of ex- 


isting roads it is estimated that the ex- | 


neariy $27,000,000, 


penditure will be 
approximately 


and for maintenance 
$126,000,000. 

The mileage of new 
construction ‘contemplated 
year is given below: 

Alabama, 406; Arizona, 100; Arkan- 
sas, 580; California, 80; Colorado, 124; 
Delaware, 75; Florida, 775; Georgia, 506: 

Idaho, 145; Illinois, 1,255; Indiana, 
® 415; Iowa, 1,090; Kansas, 1,598; Ken- 

tucky, 900; Louisiana, 500. 

» Maine, 414; Maryland, 124; Massa- 
chusetts, 240; Michigan, 415; Minnesota, 
1,007; Mississippi, 524; Missouri, 922; 
Montana, 251. 


State highway 
during the 


Nebzraska, 1,310; Nevada, 149; New | 


Hampshire, 100; New Jersey, 120; New | the large building in which at one time 


Mexico, 179; New York, 1,006; North 
Carolina, 650; North Dakota, 1,042. 

Ohio, 850; Oklahoma, 850; Oregon, 
252; Pennsylvania, 1,300; Rhode Island, 
44: South Carolina, 600; So. Dakota, 450. 

Tennessee, 529; Texas, 1,800; Utah, 
100; Vermont, 110; Virginia, 225; Wash- 
ington, 385; West Virginia, 425; Wiscon- 
sin, 1,569; Wyoming, 359. 

Total, 26,841. 


Indiana Theater Owners 
Would Prosecute Producers 


Frank J. Rembuch, of Indianapolis, 
president of the Motion Picture Theater 
Owners of Indina, called on Assistant 
Attorney General William J. Donovan 
on March 26 to ask the Department of 
Justice to begin prosecution under the 
Sherman anti-trust law of the Motion 
Picture Producers and Distributors of 
America. 

Mr. Rembuch said afterward that he 
told Mr. Donovan thatthe producers and 
distributors are monopolizing the indus- 
try and preventing the operating of in- 
dependent producers by means of the 
contracts they enforce upon theater 
owners. 

Mr. Donovan sajg that he told Mr. 
Rembuch to “bring on ‘his facts” and if 
they warranted the Department would 


< make an investigation. 


science 





planning pro- | 


preventative | 
local | 


“Com- | 
munity Resources for Dealing with Con--| 


| tions for dependent children. 
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Special delivery service in force with 
28 nations. 

Page 1, Col. 2 
for air mail 
Page 12, Col. 2 | 

Money forms erroneously 
printed. Page 12, Col. 5 

Postoffice discontinued in Virginia. 

Page 12, Col. 7 

Six acting postmasters named. 

Page 12, Col. 7} 


Public Health 


Review of influenza situation in Eu- 
rope shows outbreak more serious than 
in 1924, 


Schedule 
route, 


announced 


order 


Page 3, Col. 5! 

Decrease noted in urban prevalence 

of smallpox but increase in number of 
cases in country. 

Page 3, Col. 6 


Public Lands 


Court of Appeals, 5th Cir., in land 
grant claim for timber holds appellate 
court must consider case in whatever 
form it is brought up. 

Page 11, Col. 5! 

General Land Office authorizes leas- 
ing of coal tract in Wyoming. 

Page 4, Col. 7 | 

District Court, Tex., holds land lease 
valid despite limitations. 

Page 6, Col. 5 


. T . . . 
Public Utilities 
Court of Appeals, 9th Cir., holds | 
judge not disqualified to act in case in- 
volving public utility fund of city of 
which he is taxpayer. 


Publishers 


Chart illustrative of production and 
shipments of babbit metal. . 
Page &, Col. 5 | 

| 





Page 11, Col. 2, 


Railroads 


District Court, Minn., holds receiver 
of railroad as court officer and that suit 
is proper for negligence in train oper- 
ation. 

Page 11, Col. 5 

Court of Claims sustains demurrer in 
claim of Creek Indian Nation for use of 
lands. 

Page 11, Col. 7 

Court of Appeals, 5th Cir., holds that 
alleged faulty condition of railroad is ; 
for jury to determine. 

Page 11, Col. 4 

Refusal of railroads to give boat line | 
at Duluth increased dock rates is held 
not discriminatory. 

Page 8, Col. 1 

February statistics of earnings and 
expenses of Lehigh Valley and Norfolk | 
& Western railroads. i 
Page 8, Col. 3 | 

Chesapeake & Ohio Railroad given 
authority to purchase and lease two | 
subsidiaries. 

Page 8, Col. 5 

Group of Big Four stockholders op- | 
pose lease to New York Central Rail- 
road. 

Col. 2 
the 


Page 1, 


Summary of rate decisions by 
Be Gs Gs 
Page 8, Col. 7 | 
Summary of rate complaints filed | 
with I. C. C. 
Page &, Col. 4 | 
Summary of rate hearings scheduled | 
by the I. C. C. 


Page 8, Col. 3 
Reclamation 


February report on agricultural con- 
ditions of irrigation projects. 
Page 4, Col. 1 


j at Duluth increased dock rates is 


' reported to have 


| Retail Trade 


Federal Reserve Board February 
statement of industrial and trade con- 
ditions. 

Page 1, Col. 1 


| Shipping 


Order placed with German manufac- 
turer for new motors on four Dutch 
cargo ships. 

Page 12, Col. 5 

Shipping Board outlines result of 
program to use Diesel engines on mer- 
chant marine vessels, s 

Page 1, Col. 1 

Refusal of railroads to give boat line 
held 
not discriminatory. 

Page 8, Col. 1 

United Steamship Co., Copenhagen, 
doubled earnings in 
1926. 

Page 9, Col. 7 


| Supreme Court 


Suprenic Court of the United States 
in recess until April 11, 


| Tariff 


Conclusion of report by Tariff Com- 
mission making no recommendations 
for a change in tariff rates on plate 


| glass. 


Page 7, Col. 2 
i, ° 
Tuxation 
Sce special Index and Digest of Tax 
Decisions on Page 6. 


Textiles 


Weekly cotton movement report with 


! accompanying chart. 


Page 4, Col. 5 


Weekly Bradford wool market re- 


| view. 


Page 7, Col. 4 


Trade Practices 
Department of Justice plans further 
prosecution of furniture manufacturers 
after jury fails to agree on verdict in 
anti-trust violations. 
Page 1, Col. 5 
Commission to take 


Federal Trade 


, testimony abroad in case of Aluminum 


Company of America, charged with 
violation of Clayton Act. 


Page 1, Col. 4 


Veterans 


Signed form held by veteran is ruled 
not to be change in beneficiary. 
Page 12, Col. 1 


W ater Power 
Court of Claims awards judgment 
for work on Muscle Shoals, Toledo and 
Cincinnati nitrate plants. 
Page 6, Col. 6 
Power development is commenced on 
River Shannon in Iveland. 
Page 8, Col. 7 


| Wholesale Trade 


Federal Reserve Board February 
statement of industrial and trade con- 
ditions. 

Page 1, Col. 1 

Demand is improved in New York 
wholesale market for dressed meats. 

Page 4, Col. 5 


| Wool 


Weekly Bradford wool market re- 


view. 
Page 7. Col. 4 


Children’s Bureau Issues Handbook 


On Institutions for Dependent Child 


The Children’s Bureau of the Depart- 


book for the use of boards of directors, 
superintendents, and staffs of institu- 
A descrip- 
tion of the handbook issued by the bu- 
reau follows in full text: 

The first great need of a child is for 
a home, and the measure of the worth 
of an institution caring for dependent > 
children is to be found not only in the 
buildings, grounds and equipment, but 
in the degree to which it gives to the 
child such care as will most nearly com- 
pensate him for the loss of the spiritual, 
educational and emotional values of a ' 
normal home. ; 

New ideals for institutions for de- 
pendent children have led to a prefer- 
ence for groups of cottages rather than 


children were housed en masse so fre- 
quently with little approach to family 
life. Important as are the’ buildings and 
equipment for child-caring institutions, 
the interests of the children depend much 
more upon the personalities and ideals of ; 
the board members, superintendents, , 
matrons, and other workers, who in fact 
create the spirit of the institution. 
Standards for the more important de- 
tails of institution construction and 
management have been outlined in the 
“Handbook for the Use of Boards of ; 
Directors, Superintendents and Staffs of ; 
Institutions for Dependent Children,” 
which has just been issued by the Chil- 
dren’s Bureau of the U. S. Department 
of Labor. Officials of various State de- 
partments of public welfare and superin- 
tendents of child-caring institutions in 
different partsof the United States gave 
assistance in the preparation of this 
bulletin, and an advisory committee of 
nine such specialists aided with advice 
and criticism. The preliminary draft 
was prepared by Rhoda Kaufman and 
Mary McLeod, of the Georgia State De- 
partment of Public Welfare, which de- 
partment first suggested to the Chil- 
dren’s Bureau the publication of such a | 
bulletin. ‘ 
After the first chapter, which is a 
general discussion of the development ; 
of child-caring work, forms of institu- 
tions, the defining of institutional pro- 


: grams and the 
; to other forms of assistance for depend- 


: planation. 


¢ contains a classified list of 


- again 
: discharge and follow-up of children cared 
: for in institutions. 
; returned to the home of parents or rela- | 
, tives, the institution should find a suit- 

If he is of proper | 
‘ age to begin work he should be guided 

; to suitable employment. 


i nary training and 
, will fit them to take their place in com- | 
Here too, the | 
: institution has a great responsibility. 


relating of institutions 


ent children, the material is arranged 


with brief summaries or items in italics | 
preceding each main discussion or ex- | 
These key sentences, which | 
s are numbered, make the pamphlet con- 


venient for reference as well as for con- 
secutive reading. The chapters discuss 
methods of adminstration, the 
buildings, admissions, discharge and af- 
tercare, records and statistics, and the 
physical care, food, and clothing of the 
children, mental health and habit forma- 
tion, spiritual and normal training, edu- 
cation, and recreation. The last chapter 
references, 
with some annotations. 

Authorities .on institutions agree that 
mothers’ aid legislation, the restriction 
of immigration as affecting institutions 
serving certain racial groups, prohibi- 
tion, and improved economic conditions 
have definitely lessened the need for 
either institutional or foster-home care 
of dependent children. 


The need of trained personnel and of 


‘ cooperation with other social agencies is 


evident in connection with the 


If the child is not 


able home elsewhere. 


Children cannot 
be expected to become self-supporting on 


; being discharged from the institution un- | 


less they have been given good prelimi- 
such experience as 


munity and industrial life. 
The degree to which a child-caring 


institution fills a real need in the com- 
munity; the degree to which it serves the 


_ best interests of the child and provides 
; the most adequate possible substitute for 


home life; and the degree to which it 
helps the child physically, intellectually 
and morally with the object of adjusting 
him to his future life in the community 
—these are the criteria by which the 
purpose and value of an institution may 
best be tested. 


plant, | 


Public Health 


Network of Beacons 
And Radiophones to 
Aid Flyers Planned 


| Bureau of Standards at Work 
to Develop System to Guide 
Aviators Over Air- 
way Courses. 


| [Continued From Page 1.] 
| telephony from the ground to the craft 
| in the air, in order to give the driver 
| information to guide him in his flight. 
We are planning to install directional 
radio beacons whose function wi!l be to 
mark out a direct line from one airport 
to the next airport, by means of a spe- 
| cial type of radio signals which will be 
received on a special receiving set on 
the dashboard of the airplane in each 

case. 
“And, thirdly, we install 
| marker beacons, which will supplement 
the directional beacons, by use of low- 
power radio transmitting sets on the 
ground to serve as mile posts on the 
aerial highawys, at intervals of 25 
miles. The directional radio 


are to 


beacons 


are intended especially for use in cases 


of fog or other difficult conditions in 

driving in the air where the driver can- 
not see the ground. 

“While plans were being made for the 

| initial station at College Park, the Bu- 


| reau of Standards authorized an inspec- ; 


tion trip to study the workings of the 
| Ford airport at Dearborn, Mich., near 
Detroit. It was learned there that the 
| Ford beacon was being uscd successfully 
| by «the Ford Motor Company. Several 
types of receiving sets were obtained for 


use in testing the receiving sets for the | 


| College Park station. 


“To facilitate the work there, on the 


receiving sets and in aircraft radio tele- ! 


| phony generally, the Bureau arranged 
with the American Telephone and Tele- 
graph Company for the use of its sta- 
tion WCAP in the downtown section of 
Washington as the ground transmitting 
| station. That we are using now in our 
demonstration and experimental work 
| with the airplanes we have out at Col- 
lege Park. 
“The WCAP station is eight miles 
from the College Park aviation field. A 
telephone extension line is used by the 


Bureau from there, so that the operator | 
for the Bureau may talk directly to the ! 
, doubtful character 


pilot in the aviation field. 
Two Airplanes in Use. 
“We are using the Department 
Commerce test airplanes out at College 
Park regularly in our experimental 
| operations. There are daily flights in 
that airplane 
in the work of perfecting the various 
parts of the radio transmitiing and re- 
ceiving apparatus. And in the Bureau 
laboratory we are testing out the parts 
| that enter into these experiments in the 
fields. 
“We are using on the N1 one radio 
| set to receive radio telephone messages 
; and another set to receive the radio 
beacon signals which aid the pilot to 
remain on a predetermined course. The 
N1 has been supplemented recently by a 
| DH4, a steel fuselage craft, which car- 
ries both transmitting and 
equipment. ; 
“Radio possibilities are being tested 
on both these airplanes. In a 
| flight from Washington to Baltimore. 
| approximately 40 miles, we succeeded 
| in maintaining communication between 
the ground and both airplanes. We found 


receiving 





recent 


| it was possible to give the N1 messages | 


or 
while 


; and orders either from: the ground 
| from its sister ship, the DH4, 
both airships were in their flight. 
“We are continuing our experimental 
work at College Park in the installa- 
| tion and operation of the first of the 


| government stations for furnishing radio | 


| aids to air navigation every day, and 
planning now, also, for the Bellefonte 
| installation. 
it covers at intervals of about 200 miles 
every civil airway, east and west, and 


north and south, trunk lines and con- 


necting lines, if Congress should see fit | 


| to authorize this expansion and provide 
the funds therefor. 
Directive Radio Beacons. 

“The aids in all these cases, o& which 
| We are now experimenting, 
telephony. And most of the experi- 
mental work now centers about the re- 
ceiving apparatus for use on the 
planes in connection with these aids. 

“The difficulties of receiving, through 


air- 


interference of engine ignition, are very | 
A simple receiving set is being | 


great. 
developed which 
matic, 
“Some modifications are beings made 
in the directive radio beacon. It is ex- 
| pected that as a result of these modifi- 
cations it will be unnecessary for the 
pilot to wear headphones in order to use 
the beacon signals. 
“The marker Beacons are low-power 
radio transmitting sets intended for in- 
| stallation on the zround 25 miles anart. 
Their signals are heard only for 2 short 
distance. 

“They are like the mileposts on auto- 
mobile routes. They tell the aircraft 
| pilot the points which he is passing 
| but cannot see. They supplement the 
distinctive radio beacons which mark out 
| the line of the route the aircraft is travel- 
ing. 

“The Bureau has just determined upon 
installation of the second radio beacon 
at Bellefonte. 
work of installing this station are be- 
ing prepared by the Bureau and appa- 
ratus is being assembled for it. 

Bellefonte was selected because we 
wanted to try out the second beacon on 
a main traveled direct air mail route. 
Bellefonte is the middle of a major air 
highway, just half way. between New 
York and Cleveland. 

“College Park was 


will be practically auto- 


selected for the 


| to the laboratory work of the 


! at Washington. 


Bureau 


| League of Nations 
| severe outbreak than that of 1924, 
' it has been less 
| tries than the epidemic of 1922, 


took a toll of approximately 18,000,000 | 


| States Public 


! ports as soon 


of | 


the Ni—to develop points | 


; Section. 


This work can expand until | 


| broadcasts. 


| station. 


are directive | 
radio beacons. marker beacons, and radio | 


, new regulations 


| Company of 

carry mail and express and possibly pas- |, 
, sengers between New York, Philadelphia, 
The specifications for the | 


| gress, 
| initial beacon because of its proximity*| over and operated by the airways di- 
vision of the Aeronautical branch of the | 
It, also, is on the route | Department of Commerce,” 
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Influenza E pidemic in Europe Declared 


More SevereThan Qutbreak of 1924. 


Review of Situation Says Loss of Life Is Smaller Than in 
1922; Nations Make Weekly Reports. 


A “provisional study” of the present 


influenza epidemic in Europe and Asia, 
mfde by the Health Section of the 
at Geneva, indicates 


that the present epidemic is a more 
but 
serious in most coun- 


which 


lives throughout the world, the United 
Health Service said in a 
statement March 26 based on a report 
from the Health Section of the League. 

After more detailed information is re- 
ceived by the Health Section on the epi- 
demic, detailed analysis of the epidemic 
can be given, the Public Health Service 
states. The Health Section has broad- 
cast a request to all European health 
administrations to prepare general re- 
as the epidemic is Over 
in each country. 

The full text of the Public 
Service’s statement follows: 

In a recently issued bulletin, the 
Health Section of the League of Nations 


Health 


sets forth briefly the action taken by it | 


in connection with the influenza epidemic 
of 1926-27, and summarizes the course 
of the epidemic in che various countries 
as indicated by the reports of the re- 
spective health adminstrations sent to 
the Health Section of the League. The 
information contained in these reports 
has been furnished regularly to the 
United States Health Service and has 
been printed each week in Public Health 
reports, begining with the issue of Janu- 
ary 14, 1927. 
Situation Is Reviewed. 

The following statements outlining the 
action taker by the Health Section and, 
in some instances. by the several health 
adminigtrations, are contained in the bul- 
letin: 

Stattistics of influenza cases 
deaths for December having shown 
demic prevalence in Switzerland and 
France and higher incidence than usual 
in various other European countries, a 
telegram was dispatched on January 6 to 
all European health adminstrations ask- 
ing for information regarding the actual 
situation. This action was all the more 
indicated as the daily press contained 
numerous references to influenza  out- 
breaks, many of which appeared to be of 
and verification was 


and 
epi- 


therefore desirable. 

The Singapore Bureau was instructed 
to obtain information as to whether any 
unusual prevalence of influenza existed 
in any country in its area, About the 
same time, telegraphic requests for in- 
formation regarding the influenza situa- 
tion in Europe was received from the 
Surgeon General of the United States 
Public Health Service and from the Di- 
rector of the Australian Health Service. 

Nations Telegraph Replies. 

Telegraphic replies were received dur- 
ing the following days from the health 
services of all European countries and 
from Egypt. The various health services 
continued to send information on 
prevalence once a_ week, or more, 
througohut January andthe beginning of 
February. This information was  pub- 
lished in special bulletins appearing twice 


; a week on Tuesdays and on Fridays, the 


latter issue being combined with the 
regular Weekly Reeord of of the Health 
The first of these bulletins was 
issued on January 11, and nine reports 
had been published up to February 
1927. 

The health section arranged at the 
same time for broadcast of short sum- 
maries of the official intelligence received 
by the Transocean-Wireless Co. through 
the Nauen station. These messages were 
sent at the end of the English bulletins 
transmitted at 12.20 and 23 hours (cen- 
tral European time) on the 18,000-meter 
wave length. The administrations and 
the Singapore Bureau were telegraphi- 
cally advised as to the time for these 
Messages were broadcast on 
the 15th, 19th, 22d, 29th of January, and 
the 2d, 4th, and 11th of February. 
message sent on January 16 was by mis- 
take not transmitted from the Nauen 
This service will be continued 
as long as the situation requires it. 

The information received from _ the 
various health services consists of—(a) 
a general statement of the 
situation; (b) regular returns of Cases 
and deaths communicated in advance of 
their usual time of publication; (c) 
cial information, such as sickness returns 
of insurance societies, of employes of 
public services. and of military forces. 

Weekly Reports Begun. 

Several administratipns have issued 

regarding the prompt 


reporting of influenza cases. In Den- 


| mark, on January 7, the local health off- 


cers were required to notify immediately 
the appearance of the first influenza case 
and to send weekly reports of the num. 
ber of cases instead the forier 
monthly reports. 
8, the provincial health officers were in- 


of 


the | 


1, | 


| riods, frequency of the various compli- | 


AY 


influenza | 


spe- | 


| 
| 
| 


In Spain, on January | 


structed to transmit telegraphical infor. | 


of the Philadelphia to Washington airy 


mail service that was carried on during ' 


the past vear. It 
of a new airway 
tract has been 
two or three 


is also on the 
line, for which a 
signed within the 
weeks with the 
Philadelphia, which 


route 


Richmond and Atlanta. 


is doing in .all these matters is experi- 
mental development work and 


way aids. As the radio aids to air navi- 
gation are developed to a satisfactory 
operating status, there will be additional 
installations—just as rapidly as funds are 
made available for the purpose by Con- 
The whole system will be taken 


con- | 
past | 
Pitcairn | 
is to| 





mation. In the Kingdom of the Serbs, 


Croats, and Slovenes, on January 11, the | 


local health officers were asked to report 
weekly. The same action was taken in 
Hungary on the same date. 
| compulsory notification of influenza cases 
| in large towns was introduced on Janu- 
ary 11. In Czechoslovakia, on the same 
|date, the provincial authorities were 
asked to report weekly on the prevalence 
of influenza. 


Telegraphic requests for continuing 
the information were received 
health services of Bulgaria, Germany, 
Italy, Latvia, Poland, Spain, and the 
|United States. The Singapore Bureau 


was instructed to continue to keep the | 


Health Service informed ac- 


its request. 


Australian 
cording to 
The various administrations have been 
asked whether they have been able to 
pick up the broadcast from Nauen, So 
far only the health services of Austria, 
Greece, and Lithuania have answered in 
the afirmative., 
1922, 

The provisional study of the informa- 
tion received seems to indicate that the 
present a more severe outbreak than 
in 1924, but that it has been less serious 
|in most countries than the epidemic of 

1922. 


Less Serious Than in 


is 


It may be of inierest to mention that 
the first reports showing abnormal prev- 
alence of influenza came from the Na- 
tional Epidemic Prevention Bureau of 
China. During the months of June, July, 
and August influenza was reported to be 
epidemic in the Provinces of Szechuan, 
Kweichow, Hupeck, and Kansu; that is, 
in the whole area of the’ interior of 
China between Mongolia in the north and 
Yunnan in the south, and bordering Ti- 
ber in the west and more the densely 
populated part of China in the east. The 
disease Was. stated to be prevalent but 
not epidemic in most of the coast Prov- 
inces. 

A detailed analysis of the epidemic can 
be given only when more detailed in- 
formation and, especially, statistics of 
causes of death are available for all 
countries, ox at least for the principal 
towns. 

General Reports Asked. 

As it appears of considerable interest 
to obtain as much and as detailed infor- 
mation as possible regarding the epi- 
demic before lapse of time prevents the 
collection of much of this material, the 
Section has asked all European health 
administrations to prepare a general re- 
port as soon as the epidemic is over in 
each country. It was suggested that the 
factors presenting general interest would 
be, in the first instance— 

1, The geographical distribution of the 
epidemic and the chronological order in 
which it appeared in the various towns 
or districts of the country. 

2. The reported incidence 
rious parts of the country 
this can be ascertained. 

3. The movement from week to week 
of the general mortality and of deaths 
from infiuenzal affections of the respir- 
atory system and of the heart. (It would 
be important to know the rules for sta- 
tistical classification of deaths in which 
influenza is known to have played a part 
but which have in the end been caused 
by other diseases.) 

Ages of Victims. 

4, The age distribution of deaths from 
influenza and whether there have been 
any peculiarities in this respect in par- 
ticular localities or at a given time of 
the epidemic. 

5. Description of the clinieal types of 
the disease prevailing at different pe- 


in so far as 


cations. 


6. Particulars of previous influenza 


outbreaks. however mild, within the pre- 


ceding six months and of other epi- 
demics occurring at the same moment. 
q. Bacteriological findings. 
&\ Measures which have been taken 
toward the control of the epidemic. 


Small Pox Prevalence 
Declines in Cities 


A decline in the prevalence of smal- 
pox in urban districts of the country, 
but an increase i; the prevalence in 
country districts, is disclosed in the 
weekly statistical review of the United 
States Public Health Service, based on 
reports from State health officers and 
made public March 25. The full text of 
the statement follows: 

The 100 cities reporting cases used 
in the following table are situated in 
all parts of the country amd have an 
estimated ageregate population of more 
than 30,570,000, The estimated popula- 
tion of the 94 cities reporting deaths 
is more than 29,900,000. The data 
covers. 

Weeks 
March 6, 1926: 

Cases reported: 

Diphtheria: 
ARIE Faas cicnataas 
100 cities 

Measles: 

ROTTS os kc tassdhon 
100 cities pent 

Poliomyelitis: 

41 States 

Scarlet 
41 States 


ended March 1927, and 


1926 1927 


1,520 
714 


1,811 
1,081 


15,178 
5,041 


21,715 


0,861 


fever: 


| 100 cities 
“Generally speaking, what the Bureau | 
| 41 
initial | 
determination of the radio system as air. | 


Smallpex: 
States 
100 cities 
Typhoid 
Ce” SAPS 
100 cities iced 
Deaths reported. 
Influenza and pneumonia: 
94 cities 
Smallpox: 
Or eeee 6. fi Gasiee 
Los Angeles ,,...... 
San Francisco ,,....¢ 


In Poland, | 


from the | 


in the va- | 
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Factory Projected 


For Making Record. 


Dises in Australia 


W ould Provide Engagements 
for Australian Artists as 
Well as Visiting 
Celebrities. 


The establishment of a factory in Mel- 
bourne, Australia, for the electrical re- 
cording of musical and elocutionary per- 
formances and for the pressing of record 
dises is reported to be under considera- 
tion, according to advices to the De- 
partment of Commerce from Assistant 
Trade Commissioner J. B. Foster at Mel- 
bourne. 

The full text of the statement by the 
Department follows: 

The establishment in Melbourne, Aus- 
tralia, of a factory for the electrical 
recording of. musical and elocutionary 
performances and for the pressing of 
record discs is reported to be under con- 
sideration. 

Engagements for Artists. 

It is said in Melbourne that the new 
factory will provide engagements for 
a large number of Australian artists as 
well as for visiting celebrities. It is 
estimated by those interested in the 
project that approximately 50 persons 
will be employed by the concern. The 
new Marconi process of electrical re- 
cording, which enable performance to 
be recorded in public halls, will, it is 
said, be utilized by the company in the 
production of the records. 

Pressin~ of Records. 

The pressing -of records by the new 
organization will, according to reports 
in Melbourne, be commenced during the 
latter part of May of this year, when 
two experts from England will arrive 
with the special equipment for electrical 
recording. The compan; is said to con- 
template the operations of 20 automatic 
hydraulic presses, each capable of pro- 
ducing 80 records per hour at the out- 
set of operations. This capacity, it is 
claimed, can be doubled if the demand 
justifies such accion. 

It is also reported in Australia that 
another company is to be established in 
Melbourne for the purpose of pressing 
unbreakable gramophone discs. 


The President’s Day 
At the Executive Offices 
March 26, 1927. 


10:15 a.m. Representative Philip D. 
Swing, of El Centro, Calif. called to 
present to the President a book on the 
Indian sign language. 

10:30 a. m. Representative William 
Ed. Hull, of Peoria, Ill, called to pay 
his respects to the President. 

10:45 a.m. Representative Frederick 
M. Zihlman, of Cumberland, Md., called 
to recommend the appointment of Judge 
Albert A. Daub of the Fourth Circuit 
of Maryland to be Federal Judge for 
Maryland authorized at the recent ses- 
sion of Congress. 

11 a.m. Frank B. Noyes, President 
of the Associated Press, called. Subject 
of conference not announced. 

11:15a,m. Senator William E. Borah,: 

of Idaho, and Senator Wesley L. Jones, 
of Washington, called to offer the Presi- 
dent asa summer home the estate known 
as Honeysuckle Hills on Hayden Lake, 
Idaho, situated 40 miles east of Spokane, 
Wash., and consisting of about 785 acres 
of land. 
_ 11:45 a.m. Major John L. Clem, U. 
S. A,, retired, Commander of the De- 
partment of the Potomac G. A. R., called 
with Representative Roy G. Fitzgerald, 
of Dayton, Ohio, to thank the President 
for making it possible to pay veterans 
pensions in May and June. 

12:30 p.m. Announcement was made 
orally at the White House that the 
President was considering favorably a 
request to review the 140 ships of the 
United States Fleet off the Virginia 
Capes in June 3 following their return 
from Guantanamo, Cuba, from their an- 
nual spring target practice. 

Remainder of Day. Engaged with 
secretarial staff and answering mail cor- 
respondence. 


: 7 
Airplanes to Survey 
Mining Concession 


_For the first time in African mining 
history, airplanes are to be used in mak- 
ing preliminary surveys, according to 
advices from Consul G. K. Donald, 
Johannesburg, South Africa, made pub- 
tic by the Department of Commerce on 
March 26, 

_ The Rhodesia Congo Border Conces- 
sions, Ltd, has _ contracted 
English company’ for the surveying of 


| its: concession of 50,000 square miles on 


the Congo Border of Northern Rhodesia, 


: it is said, and the party of aviators with 
its 


equipment 
Africa, 


“Work on the survey will be starte¢ 


has arrived in Soutk 


: about the end of April,” it is stated by 


the Department, “and it is expected by 
those interested in the project that about 
one-half of the concession will be sur- 
veyed in four months, D. H. 9 planes 
cquipped with Nimbus engines are to 
be used, : 
Cameras Electrically Driven. 
“The cameras will be electrically 
driven and will use No. 9 film, 65 feet 
long and taking 100 exposures seven 
inches by seven inches. On the side of 
the film there is a margin of two inches 


; On which will be shown the exact time 


of the exposure. Photographs will first 
be taken obliquely and from them a 
reconnaissance index will be prepared, 
The photographs will then be taken 
vertically and a map of the surveyed 
country will be drawn.” 


7” 


{l- 


with an- 


| 
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Foreign Affairs 


Additional Force of Marines Is Ordered to China 
And Protest Directed Against Killing of Americans 


removal of the barricades, nor the de. | 
mand concerning the reinstatement of | 
the discharged strikers, had been Com: | 
plied with As a result another monica | 
strike is threatened. 

“Foreign forces at Shanghai are aug- 
menting their commands. A regiment 
of British troops has been dispatched to 
Shanghai from Hong Kong. The Jap- 
anese have ordered the “Hirado” and 
eight destroyers to the local harbor, and 
they are also increasing their landing 
force in the city by over 500 men. All 
indications point to the fact that local 
agitators have arranged to hold a demon- 
stration at the West Gate this afternoon 
at 2 p.m’ 

The full text of the second statement 
follows: 

“‘Admiral C. S. Williams, Commander 
in Chief of the Asiatic Fleet now in 
Shanghai on his flagship, the U. §,'S. 
Pittsburgh, has reported to the Navy 
Department concerning conGitions in 
China in the following | dispatch which 
was dated March 27 at 3:30 p. m. 

***All Americans evacuated from Nan- 
king. Following casualties, Dr. Wil- 
liams dead. Miss Moffat seriously wound- 
ed but no immediate danger, Mr. Hobart 
broken ankle, one sailor wounded. Jap- 
anese casualties, one sailor killed, one 
member of the consular staff wounded, 
one civilian wounded. British casualties, 
three killed, two wounded, including the 
British consul general, all British citi- 
zens evacuated to war vessels excepting 
two Sikhs reported wounded. 


Refugees Evacuate 
Interior of Country 


Rapid Movement to Shanghai 
Reported in Messages from 
Far East. 


[Continued From Page i.] | 
Quantico, where there are now 3,000 | 
marines stationed. A complete regi- j 
ment of 1,500, with medical corps and 
headquarters staff, will be made up of 
marines from Quantico and Philadelphia 
when the contingents reach San Diego. | 

The transport “Henderson,” which is 
now at Corinto, has been ordered to 
San Diego. This trip will require eight 

After arrival of | 
marines and the “Henderson” | 
Diego, the force will 
“Henderson”? for China. | 
the Pacific will require days. | 

Col.: Harold C. Snyder, Commandant | 
of the Marine Barracks at Philadelphia, 
will command the contingent, which will 
be known as the Sixth Regiment, it was 
announced orally at Marine Corps head- 
quarters. 

In an oral statement March 26, Sec- 
retary Wilbur said that the reason for 
sendiig 1.500 additional marines to 
China was “very apparent, namely, the 
inability of the Cantonese commander I “ ‘General withdrawal of all Americans 


at Nanking to control the troops, not- | slong the river is plan of the Americans 
withstanding the good intentions of | 


1 th a and British. 
those officers to control them.” It was, “‘at Hankow propaganda __visible 
consequently, deemed necessary by Ad- 


ent] : ee against the foreigners, about 100 Ameri- 
miral W illiams to have a greater force | cans, mostly women and children sailing | 
on hand. The Secretary said that he | today for Shanghai, approximately 100 
gathered, from the official dispatches | American men remaining. At Wuhu | 
rom Nanki at tl Santonese have | <;, it ined tati : | 
ee a ee “ily or ue strong antiforeign agitation growing, all 
ante SEC ne mteif1or provect | foreign women and children leaving. 
oreigners. “ ‘At Kiukian re is quiet, 25 s 

In his conferences on March 26 with | ies : ‘il F ns or oh ae 

s nferences on March 2 t ican men sailed yesterday for Shanghai. 

Secretary of Staie Frank B. Kellogg, Mr. ‘At Chinkiang all but five Americans 
Wilbur said he discussed the advisability 


3 ’ | have left. 
and methods of meeting the request of | 


: es “British and American men of war 
Admiral Williams for the additional | are escorting all refugee ships past 
1,500 marines. 


Kiantyan forts which fired upon them 
with. rifles. Emgagement between sev- 
eral Chinese gunboats off Wusang this 
morning engaged vessels headed for the | 
; open sea still firing. American destroy- 
} ers have left Shanghai to evacuate Mmis- | 
sionaries from  Taichow, Choatocheng, 
Tungchow and Kiangyin. 
‘A Japanese destroyer has been ord- | 

ered to Cheefu.’ ” 


Official Dis patches 
| Received on March 26 


The situation in the disturbed area on | 
March 26 was described in a series of 
statements issued by the Department of 

State and the Department of the Navy. 
These are given herewith in the order in | 
which they were issued. 

The full text of the first statement is- | 
sued by the Department of State on | 
March 26 follows 

“The American Consul General, Clar- 
ence E. Gauss reported to the Depart- 
ment of State, March 25,10 p. m., that | 

| the first two shiploads of refugees from 

Nanking will arrive at Shanghai on 
March 26, and that, according to a report 
from the Consul at Nanking, many of | 
them are destitute and will require as- 
sistance. Consul General Gauss also 
states that he has received reports from | 
Hankow and elsewhere in the Yangtze 
Valley to the effect that rapid evacua- 
tion to Shanghai is taking place. 

“The Department has also received | 
word from Consul General Gauss that he 
needed certain funds to take care of des- 
titute Americans who had been evacuated | 

| from Nanking and other places. The 
hi yaya is today telegraphing him | 
that the American Red Cross is placing | 
$10,000 at his disposition. 

“The American Minister at Peking, Mr. 
J. V. A. MacMurray, has inform:d the 
Ride ent today that he has instructed 
the Consul General at Hankow 
immediately 


the 1,500 
at San 
emark on the 
The trip across 
99 


days. 





American Force 
Of 4,730 in China 

Mr. Wilbur pointed out that with the 
1500 marines now in China, the 1,500 
additional en route, and about 1,750 
sailors who can be*femoved from the 
American war vessels in Chinese waters 
and the three cruisers en route, the 
United States has available for possible 
land duty in China a total of 4,750 fight- 
ing men. 





Regarding the successful evacuation of 
American refugees Mr. Wilbur said: 

“We are very happy to get our people 
out of Nanking. It looked yesterday as 
though we would have from 35 to 150 
killed. Admiral Hough deserves great 
credit in getting them out without a 
fight and a lot of people killed on both 
sides. 

“This is worthy of comment, for here 
is a man who had the responsibility and 
the power. He acied tactfully and well 
when all the indications were for the 
chances of a massacre. Admiral Williams 
is acting with the utmost wisdom, so 
far as we can judge, in meeting condi- 
tion as they arise.” 

In addition to the land forces, a squad- 
ron of 12 airplanes, six of combat and 
six of observation type, will go to China 
aboard the “Henderson.” They will be 
commanded by Maj. Francis T. Evans, 
in command of the Aircraft Squadrons, 
West Coast Expeditionary Force of the 
Marine Corps, at San Diego. The com- 
bat planes now are at San Diego, but 
the observation planes will be sent to 
the coast by rail from Quantico, Va., 
where they now are based. 

At least half of the regiment will as- 
semble at Philadelphia, being mustered 
from the marine forces at the Navy 
Yards at Portsmouth, N. H.; Boston 
and Brooklyn. They will proceed from 
Philadelphia directly to San Diego. | 
Those marines to be assembled at Quan- 
tico for duty in China will be drawn from 
the Charleston and Norfolk Navy Yards. | tionalist forces at Nanking. The Con- 

Other staff officers of the Sixth Regi- | sul General at Hankow was _ instructed 
ment will be Lieut. Col. Jesse F. Dyer, | further to impress upon Myr. Chen 
Marine’ Baée. Parris Island, §. C: Mai. | Minister MacMurvray’s expectations that 
Adolph B. Miller, Commander, Marine he will at area take every possible meas- 
Barracks Naval Air Station, Lakehurst, BKe an the relief of Americans still in 
N. J.; Maj. Harry Schmidtt, Marine Re- | Nanking. | : *. 
cruiting Station, St. Paul, Minn.; and | ‘This instruction to Consul Geenral 
Maj. Edmond H. Moore, Post and Staff, ee aqdeert was sent from Peking at 7 p. 
Quantico, Va. . March 2 

| 
| 


to call | 
upon Mr. Eugene Chen and | 
to protest vigorously against the un- | 
provoked and outrageous attack upon ; 
and killing of Americans citizens by Na- | 


The situation in the disturbed area in 
China on March 27 was described in two 
statements by the Department of the 
Navy. 

The full text of 
follows: 


Names alt — 
| From Nanking and Chinkiang 


The full text of the statement issued 
| by the Department of State on March 
26 follows: 

“The Department was informed today 
namessage from the American Consul 
eneral at Shanghai, dated March 26, 
| i p.m. (Shanghai time) that the follow. 
| ing persons have arrived on March 26 
| (Shanghai time) at Shanghai from Nan- 
| king and Chinkiang: 

“Miss Nellie M. Davis, Miss Carrie A. 
| Allman, Miss Evelyn Watson, Miss Mary 
Lou Penaff, Miss Eleanor M. Wright, 
Miss Freda Gersberger, Miss Minnie FE. 
} Carlson, Dr. Mary E, McDaniel, Mr. F 
| A. Landis. } 
“Mr. William R, Kepler, Mr. Nathaniel 
Tooker, Mr. Campbell Napier, Dr. and | 
Mrs. Chas. S. Gibbs, Miss Isabel Luce, | 
Miss Bertha lL. Riechers, Miss Marion | 
Hedrick, Miss Ruth M. Sewall, Miss Lil- 
lian Harris, Miss Eva L. Smawley, Mrs. 
Charles A. Matti, Miss Matilda Stuart, 
Dr. Grace KK. Martin, Miss Helen R. 
Biermann, Mr. P. FE. Quimby, Mr. Grant 
Whipple, Mr. John R, Williams. 
i “Mr. David Napier, Mrs. M. F. Keen 
and child, Miss Joy L. Smith, Miss Alice 
Fenner, Miss Edna F, Detweiler, Mrs. 
| W. H, Stuart, Miss Elsa Logan, Miss 
Helen E. Whitaker, Miss Katherine 
Boove, Miss Bertha M. Gless, Miss 
Florence Nichles, Miss Rachel Mostrom, 


the first statement 
“Admiral C. §. Williams, i 
in-Chief of the Asiatic Fleet, has re- | G 
ported to the Navy Department in a 
dispatch dated March 27 concerning the 
latest conditions in the city of Shanghai. 
According to Admiral Williams the sit- 
uation in the city of Shanghai is now { 
very tense. Both the international set- | 
tlement and the French concession are | 
making preparations to prevent any out- | 
| 

' 

' 


Commander- 


break on the part of a mob and likewise 
to meet any such mob attack along the 
boundry. The American landing force 
on shore is being augmented by the tem- 
porary assignment to it of a landing 
from the U.S. S. Pittsburgh, the flag- 
ship of Admiral Williams. It is reported 
that the Cantonese General Chiang Kai | 
Shek arrived in the city on the after- 
noon of the 26th, and that he is still 
there, in the native settlement. 
“Further demands have been made of 
the Shanghai municipal council by the | 
local general labor union. Today they | 
have requested that all barricades around 
the Imternational Settlement 
moved. 
“Up to 4p.m., on the afternoon of the 
ith, neither the demand concerning the 


be re- 


| Mrs. 


| the interior to evacuate. 


| sail for 
| time), 


! the other Americans. 
|} situation at Hankow as very 


Squadron of Planes 
To Go With Regiment 


Personnel to Assemble at Phil- 


adelphia and Quan- 
tico. 


Miss Helen Skilling, Mrs. B. F. 
Miss Esther N. Pederson, Miss 
Mayo. 

“Mrs, F. R 
Mrs. 
Mildred Clelland, Mrs. 


M. F. 
Millican and one child, 


W. Lowdermilk 
and 
two children, Miss L. S, Hammond, Mr. 
and Mrs, J. B. Griffing and three chil- 
dren, Mr. F. C. Jordon, Mr. and Mrs. 
R. H. Hartwell, Miss A. M. Love, P. 
G. Barr, D. C. Sims. 

“Mr. and Mrs. A. H. Selles, E. C. 
Lobenstine, Mrs. J. H. Daniels and two 
children, Anna Crenshaw, Martha 
Crenshaw, Mrs. A. C, Hutcheson and 
three children, Mary Price, Miss M. Nail- 
ing, Mrs, A. H. Reinhart and two chil- 
dren, Mrs. H. M. Burwell, Miss V. 
Darcel, 

“Mrs. W. T. McAfee and one child, 
Mrs. H. G. Ronson and three children, 
Mr. and Mrs. C. W. Sorrell and one child, 
Mrs. R. §, Lamson, Miss Margaret Law- 
rence, Miss Pauline Wisegarver, Miss 
Maud E. Whipple, Miss Elma Bertschin, 
Miss Ruth M. Brittain. 


Situation in Shanghai 
Is Regarded as Tense 


“Mr. F, W. Dieterich, Miss Rose Both- 
well. Mrs. C. E. De Vol, Miss Lois Whip- 


| ple, Miss Faith Williams, Mrs. L. L. Hale 
Mrs. C. S. Smith and | 


and four children, 
one child, Miss E. C. Shaw, Miss M. Mills, 
G. W Loos and infant, 
Remacle. 
“Mrs, D. W. 
dren, Mr. 


Richardson and three chil- 
and Mrs. H. J. Doolittle and 


| son, Mrs, W. F. Hummel and four chil- 
| dren, Mrs. J. H. Reisner and three chil- 


dren, Mrs. A. J. Harper, Mrs. M. W. 
Caldwell, Mrs. E. V. Jones, Mr. and Mrs. 
L. W. Shaw, H. Storrs. 


“Miss M. Winsiett, Mrs. E. T. Hobart, 


| Mrs. C. D. Nichols, Miss E. Ploeg, Mrs. 
| J. K. Davis and two children, 
Koiner, Craig Crenshaw, Miss J. Wilson, | 


Miss H. 


John Taylor, Mrs. H. Clemons and two 


| children, Mr. and Mrs. L. E. Reed.” 


The full text of the third statement 


| issued on March 26 by the Department 


of State follows: 

“The Department of State today re- 
ceived a message from the -American 
Consul General at Shanghai, Clarence E. 
Gauss, dated March 26 (Shanghai time), 


| stating that the British official report 


states that all the Americans at Nanking 
are accounted for. 

“The casualties are one killed, and 
one lady seriously wounded. It is pre- 
sumed that Dr. Williams, of Nanking 
University, is the American killed and 
Miss Moffet the American injured. 

“Consul General Gauss 
in a message, dated March 26, 8 p. m. 
(Shanghai time), that the situation in 


Shanghai on that date is very tense. | 


The greatest precautions are being taken. 
General Chiang Kai Shek is reported to 
have arrived at Shanghai March 
(Shanghai time). 

“Mr. Gauss also reports that the Con- 
sulate General 
cast a radio warning to Americans in 
Some of these 
Americans are coming into Shanghai, 
while others are known to be en route. 


““A destroyer has been sent on March 


| 26 (Shanghai time) to endeavor to evac- 


uate the Presbyterian missionaries at 


| Kiangyin and Tai Chow on the Yangtze 


River and also the Seventh Day Adven- 


| tists at Chiaoto Cheng near Chinkiang. 


American W omen and Children 
Aboard Ship at Hankow 


“The Department has also received a 


| message from the American Consul Gen- 
' eral at Hankow, Frank P. Lockhart, dated 


March 24, 5 p. m. (Hankow time), stat- 


| ing that at that date about 200 American 
| women and children are being placed 


aboard the “Suiwo,” which will probably 


Shanghai that night (Hankow 


“Consul General Lockhart reports that 
he has arranged an additional boat for 
the remaining women and children and 
He reports the 


uncertain, despite the fact that no dis- 


| order has occurred so far. 


*“‘Minister MacMurray reports to the 
Department under date of March 25, 7 
p. m. (Peking time), that in view of the 


| demonstrated inability or unwillingness 


on the part of the Nationalist authorities 


| to protect American lives within Na- 


tionalist territory, the Minister is in- 
structing all American Consuls in the 
Nationalist region to atempt to have all 
Americans withdrawn immediately from 
their respective districts.” 


Navy Dispatches 
Are Received 


The full text of the first statement 
issued,on March 26 by the Department 
of the Navy follows: 

“Admiral C. S.>Williams has notified 
the Navy Department that ‘owing to the 
capture of Shanghai by the Cantonese, 
the construction work on gunboats (for 
United States Navy) at Kiangnan Dock 
works was temporarily suspended. Rear 
Admiral Wwong and Captain Chen, the 
authorized directors of the dockyard, 
confirmed by Peking government last 
November, and who still hold their cre- 
dentials from Peking, have been di- 
rected by Admiral Yang, in command 
of the Chinese Naval forces here and 
who has turned Cantonese,‘ to continue 


Brose, | 


A. J. Bowen, Miss L. Abbott, Miss | 


infant, Mrs. L. = Lancaster and | 





also reports | 


26 


is continuing to broad- | 


tense and | 


the work on these gunboats. These di- 
rectors inform me that the work will be 
resumed on Monday. Accordingly have 
authorized the work to be continued and 
request the Department’s approval.’ 

“The following despatch from Rear 
Admiral H. H: Hough, U. 8. N., com- 
mander of the Yangtze Patrol was for- 
warded to the Navy Department by 
Admiral C, 8. Williams: 

“Evacuation to wharves of American 
refugees, who had been prisoners at the 
Nanking University since yesterday 
morning (March 25), has begun. Not 
under military escort but not molested so 
far. This includes Miss Moffat (Miss 
Anne E, Moffatt, of the Northern Pres- 
byterian Mission) who was Wantonly 
shot twice through the body by national- 
ists soldiers. American Consul on ‘Isa- 
bel.’ 

“Sent by Admiral Hough at 6.25 p. m., 


| March 26,” 


The full text of the second 
ment issued on March 26 by the Depart- 
ment of the Navy follows: 

“Admiral C. S. Williams, U. 
Commander in Chief of the 
Fleet, on March 26 at 10:19 


S. N,, 
Asiatic 
p. m, 


filed the following dispatch which con- | broached, 


tains a report from Rear Admiral H. 
H. Hough, U. 
the Yangtze Patrol Force, now at Nan- 
king in the:U. S. S. ‘Isabel,’ his flag- 
ship. The time of Admiral Hough’s dis- 
patch is not carried in the message re- 
ceived at the Navy Department: 
“Present check gives all Americans 
have been evacuated from Nanking to the 
warships. No dead except Dr. 
Injured, Miss Moffat, Mr. Hobart. 
check will be reported later. 
casualties, one sailor killed, one member 


' of the consular staff wounded, one civil- 


ian wounded. Consulate was rushed by 
Cantonese soldiers and looted.’ ” 

A recapitulation of American naval 
and marine personnel and American 
warships in Chinese waters, made ayvail- 
able by the Department of the Navy, dis- 
closes: that there are 22 men-of-war in 
Chinese waters, and nine others en route. 
A total of 1,500 marines are at Shang- 


hai, and will be augmented by the 1,500 | 


ordered to proceed to China March 26, 
The naval war vessels, their location 


| and personnel follows: 
Miss A. | 


At Shanghai: Gunboats “Asheville” 


Far East 


Relations 


state- | 


S. N., Commander of | 


Williams. | 
Final | 
Japanese | 





and “Sacremento,”’ 149 men each; cruiser | 


“Pittsburgh,” 641 men; oiler ‘‘Pecos,” 
126 men; transport “Chaumont,” 
men; destroyers “Sicard,” “Stewart” and 
“Preble,” 106 men each, and 
sweeper “Penguin,” 54 men. 


! wonder that a great portion of the 
258 | 


mine | 


Chunking: Gunboat “Monocacy,” 50 | 


men. 
Canton: Gunboat “Helena,” 159 men. 
Changsha: Gunboat “Palos,” 50 men. 
Hongkong: Gunboat “Pampanga,” 50 
men. 


Nanking: Destroyers “Noa” and “Wil- | 


liam B. Preston,’? 106 men each, and 
yacht “Isabel,” 84 men. 

Ichang: Gunboat “Elcano,” 

Hankow: Destroyers “Pruitt” and 
“Hulbert” (Kiukiang), 106 men each, 
and gunboat “Villalobos,” 50 men. 

Chinkiang: Destroyer “Paul Jones,” 
106 men. 

Kiukiang: Mine sweeper “Pigeon,” 54 
men. 

One thousand five hundred marines. 

Six destroyers en route from Philip- 
pines; three cruisers from Hawaii. 


Objection Is Raised 


To Munition Sales 


50 men. 


Relations 
With Nicaragua and 
Mexico Criticized. 


Adminisiration’s 


Senator Norris (Rep.), of Nebraska, 
in 
action of the President and the Secre- 
tary of State regarding Mexico and 
Nicaragua “has lost us the friendship 
of every nation in the hemisphere south 
of the Rio Grande River.” He criticises 
the sale of war munitions to President 
Diaz, of Nicaragua, as action “without 
any legal authority.” 

The full text of his statement follows: 

The action of the President and Secre- 
tary of State, terminating the treaty 
with Mexico, and the later announcement 
that the Government of the United 
States is selling arms and munitions of 
war to the pretender, Diaz, in Nicaragua, 
is shocking to every peace-loving citizen 
in civilization. The action in regard to 
Mexico is notice to those who want to 
overthrow the Government in Mexico, 
that they will have a free hand in the 
shipping from our country to revolution- 
ists in Mexico of all the arms and muni- 
tions that may be needed. 

Objects to Munition Sales. 

Doheney and Sinclair are now at lib- 
erty to use their millions in equipping 
revolutionary expeditions against a 
neighboring, friendly republic. They 
can supply the money for the purchase 
of arms and munitions, so that their 
titles to oil lands in Mexico can be legal- 
ized at the point of the bayonet. 

They will soon be able to recoup the 
money they have expended for the de- 
bauchery of our own public officials and, 
when the revolution gets properly on its 
feet, we can expect some American prop- 
erty somewhere in Mexico to be injured 
and perhaps some American lives put 
in jeopardy and, following the precedent 
recently established in Nicaragua, our 
soldiers will be called upon, ostensibly to 
protect American property and lives in 
Mexico, but, in reality, to make good 
Doheney’s and Sinclair’s title to oil lands. 
So that what has already happened in 
Nicaragua can and will, very likely, hap- 
pen in Mexico. 

If the President and Secretary, with- 
out the consent of Congress, can sell 
guns and munitions of war to be used 


by Diaz to keep him in power in Nica- | 


ragua, there is no reason 
should not sell some of our battleships 
to Mussolini; there is no reason why 
they should not put a czar on the throne 
in Russia and sell him, on time, upon 


why they 


a written statement, says that the 


| where. 


_— 


China 


Nationalist Government in China Gives 
Outline of Proposed Financial Policy 


Department of Commerce Has Received Report of Details 
Surrounding Two Bond Issues From Finance Minister. 


ties that their common interest lies in 
industrial and commercial prosperity, 
and not in strife among themselves. 
While the just demands of labor must 
be met, trade and industry should be 
fostered, not checked. 

“Fourth, tocombat enemy propangada 
the Government has just issued a mandate 
protecting private property . thr ughout 
the territories. Indiscriminate ap- 
propriation of property on mere suspi- 
cion that it belongs to the militarists is 
also inteidicted, and in future property 
under suspicion of belonging to the mili- 
tarists may be seized only upon the order 
of the Ministry of Finance after careful 
investigation. 

“Fifth, the debts contracted by former 
governments, on which no interest has 
been paid, and which are in. constant 
danger of repudiation, are to be consol- 
idated and repaid by a well secured bond 
issue, the socalled Rehabilitation of 
Hupeh Finance bonds. 


Repayment of Loans. 


“Sixth, in order to redeem the cash 
noted issued by the former governments, 
to repay the loans contracted by the 
Nationalist Government in Hupeh dur- 
ing the past three months, and to se- 
cure sufficient funds for the reorganiza- 
tion of the finances and the establish- 
ment of a bank, a gilt-edged loan is to 
be placed on the market with ample 
security. 

“T have the assurance that our loan 
will be well received, because our ex- 
perience in Kwangtung proves that in- 
stead of the present collection of one and 
a half millions monthly, Hupeh could 
easily yield five millions once confidence 


Details surrounding the two bond is- 
sues made by the Nationalist Govern- 
ment in China for the rehabilitation of 
Hupeh have been received by the De- 
partment of Commerce. The first loan 
was for $20,000,000 at 8 per cent in- 
terest and issued for the purpose of 
rehabilitating Hupeh currency. The } 
second was for $15,000,000 at 4 per 
cent interest and was intended for the 
purpose of consolidation and payment 
of loans contracted by previous gov- 
ernments of Hupeh Province. 

The financial policy to be pursued 
by the Nationalist Government in 
captured territory was outlined in an 
interview with T. V. Soong, Finance 
Minister of that government, issued at 
the time the Hupeh bond issues were 
December 19, 1926 

A translation of the intuition as 
published at that time in Hankow, and 
just received by the Department of 
Commerce, reads as follows: 

“Present conditions in Hupeh ‘are 
bad. The chief causes may be found 
in the dislocation caused by the recent 
war, the obstruction of the trade routes 
which converge on Hankow, the new 
labor movement, and the feeling of un- 
certainty engendered by enemy propa- 
ganda. Not the least of the reasons is 
to be found in the reckless financing 
of the previous governments, which fre- 
quently obtained money at the point of 
the bayonet. Hankow still remembers 
how, just a few months ago, Wu pei-fu 
‘borrowed’ $2,500,000 from the Bank of 
China by the simple expedient of let- 
ting loose his soldiery on the bank’s 
vaults. Besides making forced loans 
they issued all sorts of irredeemable 
paper. Nothing was onc to settle these | 
currency issues, amounting to over 
$30,000,000 and now worthless. Much } 
of the losses fell upon the banks, prin- 
cipally the native banks, many of which 
are now faced with ruin. Can we 


In Kwangtung the highest revenue at- 
tained since the Republic, that of 1921, 
was $31,000,000; in 1924 it had fallen to 
$9,300,000, but this year the province 
yielded $100,000,000. 

“In going to the market for funds to 
carry out the financial and currency re- 
organization, we are in the position of 
a man who can show his bankers that 
while he is temporarily short of funds, 
his project will in a couple of months 
place him on his own feet, so to speak. 
On the other hand, what is the alterna- 
tive to the frank facing of the problem? 
Nothing but chaos and ruin for every- 
bady. The government will be living from 
hand to mouth, borrowing a few dollars 
here, and scraping a few there, with no 
system of taxation possible, with irreg- 
ular exactions made all around, and no 
administrative reforms possible, and a 
ragged horde of unpaid and starving sol- 
diery who once constituted the resistless 
Revolutionary Army. No, I feel sure 
our ‘people will gladly support our finan- 
cial program.” 

First Bond Issue: The outline of the 
two proposed bond issues was given out 
in a statement from Mr. Soong’s office. 
It follows: 

Nationalist Government Rehabilitation 
of Hupeh Currency Bonds. Amount: 
Twenty million dollars. Security: (a) 
Property belonging to the former Hupeh 
| Government Currency Bureau shall con- 
stitute the first security; (b) proceeds 
from the 23% per cent production and 
consumption tax in Hupeh Province shall 
constitute the second security. 

Interest and Privilege: Interest to 
be 8 per cent per annum. Bondholders 
may buy the former Hupeh Government 
Currency Bureau property with the 
bonds. 

Redemption: Property constituting 
the first security shall be sold by pub- 
lic auctin, and proceeds from such sales 
shall be used for the redemption of 
bonds, which are to be completed within 
a three-year period. If at the beginning 
of 1930 the proceeds from the first se- 
curity should be insufficient for the total 
acs nv of the bonds, then proceeds 





capital Shanghai previously invested in 
Hankow has been withdrawn? 
Orgy and Corruption. 

“There was also an orgy of ‘squeeze 
and corruption; so muchso, that the av- 
erage tax revenue of this wealthy prov- 
ince comes to less than $1,500,000 ; 
monthly, as against an estimated expen- 
diture of more than double this amount. 

“The whole problem is complicated in 
the extreme, and if it is to be solved at 
all, it must be solved on a broad scale, 
and by proper coordination of political 
and military as well as financial forces. 
This complex problem the Nationalist 
Government intends to face squarely in 
the following manner: 

“First, Western Hupeh must be cleared 
of the enemy so that the entire province 
will be in our hands. I am glad to say 
that this is being rapidly accomplished, 
and the Ichang region is almost cleared 
of the enemy. Szechuan and Kweichew 
will thus be open. 


“Second, we are trying to tap the trade 
of Honan Province, and are negotiating 
with the powers-that-be in the north to 
reopen the Kin-Han line to Peking. 

“Third, as regard labor disputes we 
are now actively preaching to both par- 


his promissory note, the cannons and 
the guns now belonging to our Govern- 
ment. 

Lack of Authority Alleged. 

Under this policy, there is no reason 
why our Government could not dispose 
of every battleship, every cruiser, every 
submarine, every fiying machine and 
every gun and cannon that we own. This 
is ‘putting “more business in Govern- 
ment” with a vengeance. It is going 
into the manufacturing business and the 
sale of Governmental property without 
limit and, it might be well added, without 
any legal authority. If there is any- 
thing in the trend of modern days to- 
ward socialism, this is taking the whole 
socialistic doctrine at one jump. 

The action of the President and the 
Secretary of State in regard to Nicar- 
agua and Mexico, has lost us the friend- 
ship of every nation in this Hemisphere 
south of the Rio Grande river. Every 
Republic south of us is wondering what 
government 
our wing. 

It all means that the peopl¢ of Mexico, 
Central and South America, instead of 
regarding us as a friend, will look upon 

In 
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Streets N. W., 
we shall next take under 
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interests, our commerce with every coun- Ex W., 
try south of us in this Hemisphere, will 


be injured. We are driving all these 


people, who ought to be our friends, 
away from us and we are not only losing 
their friendship and their confidence, but 
we will lose their business as well. 


Our course logically drives them to 


our commercial competitors across the 
sea. Already there are indications in 


To Canada, 


many of these countries that nothing $17.50. 


manufactured in the United States will 


HE sole 


be bought that can be purchased else- 
States in all its branches—Legislative, 


Our course is not only injuring 
opinion or comment of any kind. 


our national honor, but it is detrimental 


to our business and our commerce. women founded this publication: 
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Affects Liquor Importations. 

It is no answer to say that the em- 
bargo against the shipments of arms 
into Mexico still stands. The next step | 
will be to lift this embargo, but, even 
if that is not done, it will not be en- 
forced, because it would be perfectly 
foolish to terminate this treaty, if it 
was intended that the embargo should be 
enforced. 

One of the things accomplished by the 
treaty, which has been terminated, is to 
prevent the shipment from Mexico into 
the United States of intoxicating liquors 
and, if it is said that the termination 
of the treaty will not affect the embargo, 
then it follows that the only object of 
such termination is to give bootlegrers a 
free hand to ship intoxicating liquors | 
into this country from Mexico. 


JAMES VW. 
SAMUEL 
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War Risk 


Insurance’ 


War Insurance Rates 
Declining in China 
In Belligerant Area 


General Strike in Shanghai 
Declared to Have Only 
Partially Disrupted 
Business. 


[Continued From Page ig 
outside that area. Industrials inside the 
defense area are quoted at 2 per cent per 
cent per month. 

The maritime customs revenues—sur- 
taxes not included—for February at 
Shanghai, Hankow, and Dairen show 
considerable decreases, while customs 
revenues at Tientsin show a considerable 
inerease over the customs receipts for 
February of last year. 

War Insurance Rates. 

Previous cabled dispatches, dis- 
patched before the catpure of Shanghai, 
reads as follows: 

Full war insurance rates at Shang- 
hai on industrials inside the line of 
military defense have increased to 2 
per cent per month. Outside the mili- 
tary defense line the rate is 3 per cent 
per month. The same kind of insurance 
on other properties inside is 1 per cent 
for three months; outside, 1 per cent 
per month. 

Reliable trade statistics are obtained 
only with unusual difficulty, but the 
evidence all points to a steady growth 
in the amount of imports brought in 
by native Chinese firms, with a corre- 
sponding shrinkage in the business done 
by foreign commission houses. An in- 


i stance is that of a new Chinese com- 


is restored and squeeze is stamped out. | 





Davi LAWRENCE 
President 


JOHN_E. RIcE 
Gencral Manager 


T. M. Roptun 
Mail Circulation Director 


Mrs. MepiItt McCormick 
Rosert LANSING 

ALBERT D, LASKER 
ALBERT SPRAGUE 

Pirie H. GapsvEN 
Frevernic W. ALLEN 
G®RARD 

8S. Freis 

B. F. Yoakum 
Mary Roserts RINEHART 
JULIUS ROSENWALD 

Miss ANNE Moraan 
James D. PHELAN 

Mrs. ELMER SCHLESINGER 
Rosert H. PATCHIN 

Jay JERNOMB WILLIAMS 
WitiiAM B. WIiLson 
ALAN C. RINEHART 
SAMUEL INSULL 

RIce 

C. G, MARSHALL 


pany, with a paid-up capital of 400,- 
000 silver dollars, which is now open- 
ing an office in Tientsin for the purpose 
of importing some half-dozen products, 
chiefly from the United States. Another 
newly organized Chinese company is 
sending representatives to the United 
States to make agency connections. 

of the second security shall be set aside 
for the redemptior of the remaining 
bonds by six half yearly installments by 
public drawings. 

Allocation of Bonds. 


Allocation: (a) Bonds of the face value 
of seven million dollars to be set aside 
for the redemption of the depreciated 
“cash notes” of the former Hupeh Cur- 
rency Bureau. (b) Bonds to the value of 
three million dollars to be used for the 
payment of new loans contracted by the 
Nationalist Government in Hupeh. These 
bonds are to be paid at 92% of face 
value. (c) Five million dollars to be 
used as capital for the Central Bank of 
Hupeh. This cash money is to be raised 
by mortgaging bonds at 80 per cent of 
the issue rate of 92% per cent. (d) The 
remaining bonds are to be deposited with 
the Central Bank of Hupeh as reserves, 

Detailed Regulations: The Ministry of 
Finance is instructed to draft and sub- 
mit to the Political Council detailed regu- 
lations governing the issue of these 
bonds. 

Second Bond Issue: Nationalist Govern- 
ment Consolidation on Hupeh Finance 
Bonds. Amount: Fifteen Million Dollars. 
Security: Second mortgage on the 21 
per cent production and consumption tax 
as security. Interest: Four per cent 
per annum. Redemption: After the total 
redemption of the rehabilitation of Hupeh 
currency bonds, the bonds shall be re- 
deemed, beginning with 1933, by half 
yearly installments within a period of 
five years from proceeds of the security. 
Purpose: For the payment of loans con- 
tracted by previous governments of 
Hupeh Province. 

Detailed Regulations: The Ministry of 
Finance is instructed to draft and sub- 
mit to the Political Council detailed regu- 
lations governing the issue of these 
bonds. 
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| Science 


Child’s “Naughtiness’ 
Is Declared Basis of 
Later Delinquency 


Parents Advised to Check 
Bad Habits Which Grow 
Into Defects of 
Character. 


The role of the parent in preventing 
juvenile delinquency is the subject of a 
general bulletin on child care prepared 
for free distribution by the Children’s 
Bureau of the Department of Labor. This 
and other available publications are re- 
viewed in the following statement issued 
by the Bureau March 26: 

Assistance to parents in dealing with 
the early behaivor problems of children 
is a vital factor in the prevention of de- 
fective character development and con- 
sequent juvenile delinquency. 

Sensational statements to the effect 
that delinquency and youthful crime have 
increased alarmingly in the past few 
years do not appear justified in the light 
of such statistics as are available. 
Nevertheless it generally admitted 
that much unnecessary delinquency 


1s 


— and that present conditions place 


many temptations in the way of youth 
which were not known to earlier genera- 
tions. 

The first ounce of prevention must be 
administered in the home when little 
children show signs of naughtiness which, 


if not dealt with wisely, may develop ! 
into defects of character and personality, | 
and cause the naughty child to become | 


the bad boy and youthful delinquent. 


For the guidance of parents in child | 


care and training, the United States 
Children’s Bureau distributes free on re- 
quest a general bulletin on child 
dealing with the child of preschool age 
and a bulletin on child management 


which includes discussions of habits and | 
habit training in general, feeding habits, 
jealousy, fear, anger, sex instruction, dis- | 


obedience, lying and stealing. 

The responsibility for planning 
grams to deal with the larger field of 
conduct disorders through preventative 
and protective work with the local 
community. 

For the information of agencies in- 
terested in preventive and_ protective 
work, the Bureau has prepared in mimeo- 
graph form a brief outline on 


is 


nature and prevalence of conduct prob- 
lems and the question of public opinion 
and delinquency are discussed. A use- 
ful list of references is appended to the 


outline which includes mention of preven- | 
tive as well as protective programs and 


a section devoted to juvenile courts based 
on the Bureau’s publication “Juvenile 
Court Standards,” 


yStates Plan to Spend 


v 
@ 


Billion on Highways | 


[Continucd From Peg 15] 


large bridges and the reconstruction of 
On account |} 
of uncertainty of supporting legislation | 
no estimate of the season’s work is pos- | 


roads previously improved. 


sible as yet in Connecticut. 

In carrying out the above programs 
it is expected there will be expended 
under the supervision of the State high- 
way departments in the 47 States a total 
of $648,483,000. : 

In addition to-the State expenditures 
approximate estimates indicate that 
counties and other lesser subdivisions of 
Government will expend during the year 
$475,000,000. 

Of the expenditures by the State high- 
way departments of the 47 States ap- 
proximately $421,000,000 is the esti- 
mated amount for road construction and, 


according to present plans, more than | 


$56,000,000 additional will be spent for 
new bridges. For reconstruction of ex- 
isting roads it is estimated that the ex- 
penditure will be neariy 
and for maintenance approximately 
$126,000,000. 

The mileage of new State highway 
construction ‘contemplated during the 
year is given below: 

Alabama, 406; Arizona, 100; 
sas, 580; California, 80; Colorado, 
Delaware, 75; Florida, 775; Georgia, 506: 

Idaho, 145; Illinois, 1,255; Indiana, 
415; Iowa, 1,090; Kansas, 1,598; Ken- 
tucky, 900; Louisiana, 500. 

Maine, 414; Maryland, 124; Massa- 
chusetts, 240; Michigan, 415; Minnesota, 
1,007; Mississippi, 524; Missouri, 922; 
Montana, 251. 

Nebzraska, 


Arkan- 


1,310; Nevada, 149; 
Mexico, 179; New York, 1,006; North 
Carolina, 650; North Dakota, 1,042. 

Ohio, 850; Oklahoma, 850; Oregon, 
252; Pennsylvania, 1,300; Rhode Island, 
44; South Carolina, 600; So. Dakota, 450. 

Tennessee, 529; Texas, 1,800; Utah, 
100; Vermont, 110; Virginia, 225; Wash- 
ington, 385; West Virginia, 425; Wiscon- 
sin, 1,569; Wyoming, 350. 

Total, 26,841. 


Indiana Theater Owners 
Would Prosecute Producers 


Frank J. Rembuch, of Indianapolis, 
president of the Motion Picture Theater 
Owners of Indina, called on Assistant 
Attorney General William J. Donovan 
on March 26 to ask the Department of 
Justice to begin prosecution under the 
Sherman anti-trust law of the Motion 
Picture Producers and Distributors of 
America. 

Mr. Rembuch said afterward that he 
told Mr. Donovan thatthe producers and 
distributors are monopolizing the indus- 
try and preventing the operating of in- 
dependent producers by means of the 
contracts they enforce upon _ theater 
owners. 

Mr. Donovan sajg that he told Mr. 
Rembuch to “bring on ‘his facts” and if 
they warranted the Department would 
make an investigation. 





care | 


pro- ; 


“Com- | 
munity Resources for Dealing with Con--! 
duct Problems of Children” in which the | 





$27,000,000, | 


124; | 


New | 


Hampshire, 100; New Jersey, 120; New | the large building in which at one time 
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Special delivery service in force with 
28 nations. 

Page 1, Col. 2 
for air mail | 
Page 12, Col. 4 


Schedule announced 

route. 

Money order forms’ erroneously 

printed. Page 12, Col. 5 
Postoffice discontinued in Virginia. 


Page 12, Col. 7 
é 


| 
| 
Six acting postmasters named. 
age 12, Col. "| 


Public Health 


Review of influenza situation in Eu- 
rope shows outbreak more serious than 
in 1924, 

Page 3, Col. 5) 

Decrease noted in urban prevalence | 
of smallpox but increase in number of | 
cases in country. 

Page 3, Col. 6 | 


Public Lands 


Court of Appeals, 5th Cir., in land | 
grant claim for timber holds appellate | 
court must consider case in whatever 
form it is brought up. | 

Page 11, Col. 5! 

General Land Office authorizes leas- 

ing of coal tract in Wyoming. | 
Page 4, Col. 7 

District Court, Tex., holds land lease 
valid despite limitations. 

Page 6, Col. 5 


. T . 7 . 
Public Utilities 
Court of Appeals, 9th Cir., holds | 
judge not disqualified to act in case in- 
volving public utility fund of city of 
which he is taxpayer. 


Publishers 
Chart illustrative of production and 
shipments of babbit metal. 


Page 8, Col. 5 | 
Railroads 


District Court, Minn., holds receiver 
of railroad as court officer and that suit 
is proper for negligence in train oper- 
ation. 


Page 11, Col. 2, 


Page 11, Col. 5 
Court of Claims sustains demurrer in 
claim of Creek Indian Nation for use of 
lands. 
Page 11, Col. 7 
Court of Appeals, 5th Cir., holds that 
alleged faulty condition of railroad is ; 
for jury to determine. 
Page 11, Col. 4 
Refusal of railroads to give boat line! 
at Duluth increased dock rates is held 
not discriminatory. 
Page 8, Col. 1 
February statistics of earnings and 
expenses of Lehigh Valley and Norfolk | 
& Western railroads. i 
Page 8 Col. 3! 
Chesapeake & Ohio Railroad given} 
authority to purchase and lease two 
subsidiaries. 
Page 8, Col. 5} 
Group of Big Four stockholders op- 
pose lease to New York Central Rail- 
road. 
Col. 2 
the 


Page 1, 

Summary of rate decisions by 
mS. A 

Page &, Col. 7! 

Summary of rate complaints filed | 

with I. C. C. | 

Page 8, Col. 4| 

Summary of rate hearings scheduled | 

by the I. C. C. i 

Page 8, Col. 3} 


Reclamation 


February report on agricultural con- 
ditions of irrigation projects. 
Page 4, Col. 1 


| 


Children’s Bureau Issues Handbook 
On Institutions for Dependent Child 


The Children’s Bureau of the Depart- 
ment of Labor has just issued a hand- 
book for the use of boards of directors, 
superintendents, and staffs of institu- 
tions for dependent children. A descrip- 
tion of the handbook issued by the bu- 
reau follows in full text: 

The first great need of a child is for 
a home, and the measure of the worth 
of an institution caring for dependent 
children is to be found not only in the 
buildings, grounds and equipment, but 
in the degree to which it gives to the 
child such care as will most nearly com- 
pensate him for the loss of the spiritual, 
educational and emotional values of a’ 
normal home. 

New ideals for institutions for de- 
pendent children have led to a prefer- } 
ence for groups of cottages rather than 


children were housed en masse so fre- 

quently with little approach to family 

life. Important as are the buildings and 

equipment for child-caring institutions, 

the interests of the children depend much 

more upon the personalities and ideals of ; 
the board members, superintendents, ; 
matrons, and other workers, who in fact * 
create the spirit of the institution. : 
Standards for the more important de- ; 
tails of institution construction and 
management have been outlined in the * 
“Handbook for the Use of Boards of } 
Directors, Superintendents and Staffs of } 
Institutions for Dependent Children,” 

which has just been issued by the Chil- 

dren’s Bureau of the U. S. Department 

of Labor. Officials of various State de- 

partments of public welfare and superin- : 
tendents of child-caring institutions in 
different partswf the United States gave 
assistance in the preparation of this 
bulletin, and an advisory committee of 
nine such specialists aided with advice ; 
and criticism. The preliminary draft 

was prepared by Rhoda Kaufman and 

Mary McLeod, of the Georgia State De- , 
partment of Public Welfare, which de- ; 
partment first suggested to the Chil- 
dren’s Bureau the publication of such a { 
bulletin. 

After ,the first chapter, which is a} 
general discussion of the. development ; 
of child-caring work, forms of institu- 
tions, the defining of institutional pro- 


| glass. 


' Textiles 


| Veterans 


| Wholesale Trade 


| Wool 


: grams and the relating of institutions 
« to other forms of assistance for depend- 


: planation. 
f are numbered, make the pamphlet con- 


: cation, and recreation, 
t contains a classified list 


‘ cooperation with other social agencies is 


; to suitable employment. 


; Nary 
; will fit them to take their place in com- | 


; institution has a great responsibility. 


Retail Trade 


Federal Reserve Board February 
ditions, 


Page 1, Col. 1 


Y e. . 
Shipping 
Order placed with German manufac- 
turer for new motors on four Dutch 
cargo ships. 
Page 12, Col. 5 
Shipping Board outlines result of 
program to use Diesel engines on mer- 
chant marine vessels. : 
Page 1, Col. 1 
Refusal of railroads to give boat line 
at Duluth increased dock rates is held 
not discriminatory. 
Page 8, Col. 1 
United Steamship Co., Copenhagen, 


' reported to have doubled earnings in 


1926. 
Page 9, Col. 7 


Supreme Court 


Supreme Court of the United States 
in vecess until April 11. 


| Tariff 


Conclusion of report by Tariff Com- 
mission making no recommendations 
for a change in tariff rates on plate 

Page 7, Col. 2 

in ° 
Taxation 

See special Inder 
Decisions on Page 6. 


and Digest of Tax 


Weekly cotton movement report with 
accompanying chart. 

Page 4, Col. 5 
wool market re- 


Weekly Bradford 


| view. 


Page 7, Col. 4 


Trade Practices 

Department of Justice plans further 
prosecution of furniture manufacturers 
after jury fails to agree on verdict in 
anti-trust violations. 

Page 1, Col. 5 

Federal Trade Commission to take 
testimony abroad in case of Aluminum 
Company of America, charged with 
violation of Clayton Act. 


Page 1, Col. 4 


Signed form held by veteran is ruled 
not to be change in beneficiary. 
Page 12, Col. 1 


W ater Power 
Court of Claims awards judgment 
for work on Muscle Shoals, Toledo and 
Cincinnati nitrate plants. 
Page 6, Col. 6 
Power development is commenced on 
River Shannon in Ireland. 
Page 8, Col. 7 


Federal Reserve Board February 
statement of industrial and trade con- 
ditions. 

Page 1, Col. 1 

Demand is improved in New York 
wholesale market for dressed meats. 

Page 4, Col. 5 


Weekly Bradford wool market re- 


view. 
Page 7, Col, 4 


| 
statement of industrial and trade con- 
| 


| power 


| Ford airport 


| by ethe 


| station. 


; and 
beacon signals which aid the pilot to 
| rcmain on a predetermined course. 


| on 
| flight 
| approximately 
| in maintaining communication between 





ent children, the material is arranged 
with brief summaries or items in italics 
preceding each main discussion or ex- 
These key sentences, which 


venient for reference as well as for con- 

secutive reading. The chapters discuss | 
methods of adminstration, the plant, | 
buildings, admissions, discharge and af- 
tercare, records and statistics, and the 
physical care, food, and clothing of the 
children, mental health and habit forma- 


: tion, spiritual and normal training, edu- 


The last chapter 
of references, 
with some annotations. 

Authorities .on institutions agree that 
mothers’ aid legislation, the restriction 
of immigration as affecting institutions 
serving certain racial groups, prohibi- 
tion, and improved economic conditions 
have definitely lessened the need for 
either institutional or foster-home care 
of dependent children. 

The need of trained personnel and of 


again evident in connection with the 


: discharge and follow-up of children cared 


for in institutions. If the child is not | 


* returned to the home of parents or rela- 


tives, the institution should find a suit- 
able home elsewhere. If he is of proper 
age to begin work he should be guided 
Children cannot 
be expected to become self-supporting on 


: being discharged from the institution un- 


less they have been given good prelimi- 
training and such experience as 


munity and industrial life. Here too, the 


The degree to which a child-caring 
institution fills a real need in the com- 
munity; the degree to which it serves the 
best interests of the child and provides | 
the_most adequate possible substitute for 
home life; and the degree to which it 
helps the child physically, intellectually 


‘and morally with the object of adjusting 


him to his future life in the community 

—these are the criteria by which the | 
purpose and value of an institution may | 
best be tested. ' 


| from its sister ship, the DH4, 

| both airships were in their flight. 
| work at College 
| tion and operation of the first of the 
| government stations for furnishing radio 
| aids to 


| installation. 


| mobile 


| but» cannot 


| at Bellefonte. 


Public Health 


Network of Beacons 
And Radiophones to 
Aid Flyers Planned 


Bureau of Standards at Work 
to Develop System to Guide 
Aviators Over Air- 
way Courses, 


[Cont inued From Page 


1.] 


| telephony from the ground to the craft 
in the air, in order to give the driver 
information to guide him in his flight. | 


We are planning to install directional 
radio beacons whose function wi!l be to 
mark out a direct line from one airport 
to the next airport, by means of a spe- 


| cial type of radio signals which will be 


received on a special receiving set on 
the dashboard of the airplane in each 
case. 

“And, thirdly, we install 
marker beacons, which will supplement 
the directional beacons, by use of low- 
radio transmitting sets on the 
to serve as mile posts on the 
highawys, at intervals of 25 
The directional radio beacons 


are to 


ground 
aerial 
miles. 


are intended especially for use in cases 
in | 


of fog or other difficult conditions 
driving in the air where the driver can- 


| not see the ground. 


“While plans were being made for the 


| initial station at College Park, the Bu- 


reau of Standards authorized an inspec- 
tion trip to study the workings of the 
at Dearborn, Mich., near 
Detroit. It was learned there that the 
Ford beacon was being uscd successfully 
Ford Motor Company. Several 
types of receiving sets were obtained for 
use in testing the receiving sets for the 


| College Park station. 


“To facilitate the work 
receiving sets and in aircraft radio tele- 
phony gencrally, the Bureau arranged 
with the American Telephone and Tele- 
graph Company for the use of its sta- 


| tion WCAP in the downtown section of 


Washington as the ground transmitting 
That we are using now in our 
demonstration and experimental 
with the airplanes we have out at Col- 


| lege Park. 


“The WCAP station eight 
from the College Park aviation field. 


is 


A 


telephone extension line is used by the | 


Bureau from there, so that the operator | : : 
; breaks, many of which appeared to be of 


for the Bureau may talk directly to the 


pilot in the aviation field. 


Two Airplanes in Use. 


“We are using the Department of 


| Commerce test airplanes out at College 
|} Park 
| operations. 


regularly in our experimental 
There are daily flights in 
that airplane—the N1—to develop points 
in the work of perfecting the various 
parts of the radio transmitting and re- 
ceiving apparatus. And in the 
laboratory we are testipg out the parts 
that enter into these experiments in the 
fields. 

“We are using on the N1 one radio 
set to receive radio telephone messages 
another set to receive the radio 
The 
N1 has been supplemented recently by a 


| DH4, a steel fuselage craft, which car- 


ries both 
equipment. 
“Radio 

both 


transmitting and receiving 
possibilities are 
these airplanes. 
from Washington 
40 miles, 


tested 
recent 


being 
In a 
to 
we succeeded 


the ground and both airplanes. We found 


| it was possible to give the N1 messages | 


and orders cither from: the ground 


while 
“We are continuing our experimental 


Park in the installa- 


air navigation every day, and 
planning now, also, for the Bellefonte 


every civil airway, east and west, and 
north and south, trunk lines and con- 


necting lines, if Congress should sce fit | 
| to authorize this expansion and provide 
| the funds therefor. 


Directive Radio Beacons. 
“The aids in all these cases, of which 


|} We are now experimenting, are directive 


radio beacons. marker beacons, and radio 
telephony. And most of the experi- 
mental work now centers about the re- 
ceiving apparatus for use on the air- 
planes in connection with these aids. 

“The difficulties of receiving, through 
interference of engine ignition, are very 
great. , 
developed which 
matic. 

“Some modifications are bein, made 
in the directive radio beacon. It is ex- 
pected that as a result of these modifi- 
cations it will unnecessary for the 
pilot to wear headphones in order to use 


will be practically auto- 


be 


| the beacon signals. 


“The marker Beacons are low-power 
radio transmitting sets intended for in- 
stallation on the ground 25 miles anart. 
Their signals are heard only for 2 short 
distance. 

“They are like the mileposts on auto- 

routes. They tell the aircraft 
the points which he is passing 
see. They supplement the 
distinctive radio beacons which mark out 


pilot 


| the line of the route the aircraft is travel- 
| ing. 


“The Bureau has 
installation of the 
The 
work of installing this station are be- 
ing prepared by the Bureau and appa- 
ratus is being assembled for it. 

Bellefonte was selected because we 
wanted to try out the second beacon on 
a main traveled direct air mail route. 
Bellefonte is the middle of a major air 
highway, just half way between New 
York and Cleveland. 

“College Park was selected for 
initial beacon because of its proximity* 
to the laboratory work of the Bureau 
at Washington. It, also, is on the route 


just determined upon 
second 


| made by the ‘Health Section 
| League of Nations at Geneva, indicates 
| that the 





| it has been 
| tries than the epidemic of 1922, which 


' information 


there, on the | 


work | 


miles ; 


, Surgeon 
Bureau | 


Baltimore, | 


or | 


This work can expand until | 


| it covers at intervals of about 200 miles | broadcasts 


| station. 


| of 


A simple receiving set is being | 


} mark, on January 


of the Philadelphia to Washington air 


radio beacon , 
specifications for the | 


the | 


Aerial 


Guides 
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Influenza E pidemic in Europe Declared 
More Severe Than Outbreak of 1924 


Review of Situation Says Loss of Life Is Smatler Than in 


spe 
1922; 
A “provisional study” of the present 
influenza epidemic in Europe and Asia, 
of the 


present epidemic is a 
severe outbreak than that of 1924, but 
less serious in 


more | 


most coun- | 
| date, 


took a toll of approximately 18,000,000 |! 
| of influenza. 


United 
in a 


lives throughout the world, the 
States Public Health Service said 
statement March 26 based on a 
from the Health Section of the League. 

After more detailed information is re- 


ceived by the Health Section on the epi- | United 
was instructed to continue to keep the | 


demic, detailed analysis of the epidemic 
can be given, the Public Health Service 
states. The Health Section has broad- 
cast a request to all European health 
administrations to prepare general re- 
ports as soon as the epidemic is over 
in each country. 

The full text of the Public 
Service’s statement follows: 

In a_ recently issued bulletin, 


Health 


report | 


Nations Make Weekly Reports. 


In the Kingdom of the Serbs, 


mation. 
and Slovenes, on January 11, the 


Croats, 


local health officers were asked to report 
The same action was taken in | 
In Poland, | 
compulsory notification of influenza cases | 


weekly. 
Hungary on the same date. 


in large towns was introduced on Janu- 
ary 11. In Czechoslovakia, on the same 
the provincial authorities 
asked to report weekly on the prevalence 


Telegraphic requests for continuing 
the information were received from the 
health of Bulgaria, 
Italy. Poland, Spain, and the 
‘ The Singapore Bureau 


services 
Latvia, 
States. 


Australian Health Service informed ac- 
cording to its request. 
The various administrations have been 


asked whether they have becn able to | 


pick up the broadcast from Nauen. So 


far only the health services of Austria, | 


Greece, and Lithuania have answered in 
| the affirmative. - 


the | 


Health Section of the League of Nations | 


sets forth briefly the action taken by it 
in connection with the influenza epidemic 
of 1926-27, and summarizes the course 


Less Serious Than in 1922. 
The provisional study of the informa- 


| tion received seems to indicate that the 


of the epidemic in the various countries | 


as indicated by the reports of the re- 
spective health adminstrations sent to 
the Health Section of the League. The 
contained in these reports 
has been furnished regularly to the 
United States Health Service and has 
been printed each week in Public Health 
reports, begining with the issue of Janu- 
ary 14, 1927. 
Situation Is Reviewed. 

The following statements outlining the 
action taken by the Health Section and, 
in some instances, by the several health 


| administrations, are contained in the bul- 


letin: 

Stattistics of influenza cases and 
deaths for December having shown epi- 
demic prevalence in Switzerland and 
France and higher incidence than usual 
in various other European countries, a 
telegram was dispatched en January 6 to 
all European health adminstrations ask- 
ing for information regarding the actual 
situation. This action was all the more 
indicated as the daily press contained 
numerous references to influenza out- 
doubtful character and verification was 
therefore desirable. 

The Singapore Bureau was instructed 
to obtain information as to whether any 
unusual prevalence of influenza existed 
in any country in its area. About the 
same time, telegraphic requests for in- 


| formation regarding the influenza situa- 


tion in Europe was received from the 
General of the United States 
Public Health Service and from the Di- 
rector of the Australian Health Service. 
Nations Telegraph Replies. 

Telegraphic replies were received dur- 
ing the following days from the health 
services of all European countries and 
from Egypt. The various health services 
continued to send information on the 
prevalence once a week, or more, 
througohut January and the beginning of 
February. This information was pub- 
lished in special bulletins appearing twice 
a week on Tuesdays and on Fridays, the 
latter issue being combined with the 
regular Weekly Record of of the Health 
Section. The first of these bulletins was 


present is a more severe outbreak than 
in 1924, but that it has been less serious 
in most countries than the epidemic of 
1922. 

It may be of interest to mention that 
the first reports showing abnormal prev- 
of influenza came from the Na- 
tional Epidemic Prevention Bureau of 
China. During the months of June, July, 
and August influenza was reported to be 
epidemic in the Provinces of Szechuan, 
Kweichow, Hupek, and Kansu; that is, 
in the whole area of the interior of 
China between Mongolia in the north and 
Yunnan in the south, and bordering Ti- 
ber in the west and more the densely 
populated part of China in the east. The 
disease was stated to be prevalent but 
not epidemic in most of the coast Prov- 


alence 


inces. 

A detailed analysis of the epidemic can 
be given only when more detailed in- 
formation and, especially, statistics of 
death are available for all 


causes of or 
or at least for the principal 


countries, 
towns. 
General Reports Asked. 

As it appears of considerable interest 
to obtain as much and as detailed infor- 
mation as possible regarding the epi- 
demic before lapse of time prevents the 
collection of much of this material, the 
Section has asked all European health 
administrations to prepare a general re- 
port as soon as the epidemic is over in 
each country. It was suggested that the 
factors presenting general interest would 
be, in the first instance— 

1. The geographical distribution of the 
epidemic and the chronological order in 
which it appeared in the various towns 
or districts of the country. 


2. The reported incidence in the va- | 


rious parts of the country in so far as 


| this can be ascertained. 


issued on January 11, and nine reports | 
had been published up to February 11, 


1927. 
The health section 
same time for broadcast 


arranged at the 


of short sum- | 


maries of the official intelligence received ; 
the disease prevailing at different pe- 


by the Transocean-Wireless Co. through 
the Nauen station. These messages were 
sent at the end of the English bulletins 
transmitted at 12.20 and 23 hours (cen- 
tral European time) on the 18,000-meter 
wave length. The administrations and 
the Singapore Bureau were telegraphi- 
cally advised as to the time for these 
Messages were broadcast on 
the 15th, 19th, 22d, 29th of January, and 
the 2d, 4th, and 11th of February. A 
message sent on January 16 was by mis- 
take not transmitted from the Nauen 
This service will be continued 
as long as the situation requires it. 


The information received from the 


, various health services consists of—(a) 


statement of the influenza 
(b) regular returns of cases 


a general 
situation; 


i and deaths communicated in advance of 


their usual time of publication; (c) spe- 
cial information, such as sickness returns 
insurance societies, of employes 
public services. and of military forces. 
Weekly Reports Begun. 


2. The movement from week to week 
of the general mortality and of deaths 
from infiuenzal affections of the respir- 
atory system and of the heayt. (It would 
be important to know the rules for sta- 
tistical classification of deaths in which 
influenza is known to have played a part 
but which have in the end been caused 
by other diseases.) 

‘ Ages of Victims. 

4, The age distribution of deaths from 
influenza and whether there have been 
any peculiarities in this respect in par- 
ticular localities or at a given time of 
the epidemic. 

5. Description of the clinical types of 


riods, frequency “of the various compli- | 


cations. p ‘ 
G. Particulars of previous influenza 
outbreaks. however mild, within the pre- 
ceding six months and of other 
7. Bacteriological findings. 
&8\, Measures which have been 
toward the control of the epidemic. 


Smallpox Prevalence 
Declines in Cities 


A decline in the prevalence of smal- 
pox in urban districts of the country, 
but an is the prevalence in 
country disclosed in the 


increase 


districts, is 


| weekly statistical review of the United 


of | 
| made public March 25. 


Several administratipns have issued | 


new regulations 
reporting of 


regarding the prompt 
influenza cases. In 
7, the local health offi- 


cers were required to notify immediately 


| the appearance of the first influenza case 


and to send weekly reports of the num- 
ber of instead of the 
monthly reports. 
8, the provincial health officers were in- 


cases 


Den- } 


former 
In Spain, on January | 


structed to transmit telegraphical infor- ! 


mail service that was carried on during | 


the past vear. It is also on the route 


of a new airway line, for which a con-° 
tract has been signed within the past | 


two or three weeks with the Pitcgirn | 


carry mail and express and possibly pas- 


| Company of Philadelphia, which is to | 


sengers between New York, Philadelphia, 


Richmond and Atlanta. 


“Generally speaking, what the Bureau | 


is doing in all these matters is experi- 
mental development work and 
determination of the radio system as air- 
way aids. As the radio aids to air navi- 
gation are developed to a satisfactory 
operating status, there will be additional 
installations—just as rapidly as funds are 
made available for the purpose by Con- 
gress. The whole system will be taken 
over and operated by the airways di- 


vision of the Aeronautical branch of the | 


Department of Commerce.” 


initial | 


States Public Health Service, based on | 
officers and | 


health 
The full text of 


reports from State 
the statement follows: 
The 100 cities reporting cases used 


in the following table are situated in | 


all parts of the country and have an 
estimated aggregate population of more 
than 30,570,000. The estimated popula- 


tion of the 94 cities reporting deaths 
data 


more than 29,900,000. The 

covers. 

Weeks ended 

March 6, 1926: 
Cases reported: 
Diphtheria: 

41 States 

100 cities 
Measles: 

39 States 

100 cities 

Poliomyelitis: 
States 

Scarlet fever: 

41 States 

100 cities 
Smallpox: 

41 States 98: 
100 cities ‘ 28 
Typhoid fever: 

41 States 
100 cities 
Deaths reported. 
Influenza and pneumonia: 
94 cities 
Smallpox: 
94 cities 
Los Angeles 
San Francisco 


is 


March 5, 1927, and 


1926 1927 


1,520 
714 


1,811 
1,081 


21,715 


10,861 


15,178 

5,041 
41 18 
4,852 
1,665 


166 
57 


ee ee 


were | 


Germany, ' 


epi- | 
| 
demics occurring at the same moment. 


taken | 


7 | driven and will use No. 
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Radio 


F actory Projected ~_ 
_ For Making Record 


Dises in Australia 


W ould Provide Engagements 
for Australian Artists as 
Well Visiting 
Celebrities. 


as 


The establishment of a factory in Mel- 
| bourne, Australia, for the electrical re- 
cording of musical and elocutionary per- 
formances and for the pressing of record 
| dises is reported to be under considera- 
tion, according to advices to the De- 
partment of Commerce from Assistant 
Trade Commissioner J. B. Foster at Mel- 
bourne. 

The full text of the statement by the 
| Department follows: 

The establishment in Melbourne, Aus- 
tralia, of a factory for the electrical 
recording of. musical and elocutionary 
performances and for the pressing of 
record discs is reported to be under con- 





' sideration, 


Engagements for Artists. 

It is said in Melbourne that the new 
factory will provide engagements for 
a large number of Australian artists as 
well as for visiting celebrities. It is 
estimated by those interested in the 
project that approximately 50 persons 
will be employed by the concern. The 
new Marconi process of electrical re- 
cording, which enable performance to 
be recorded in public halls, will, it is 
said, be utilized by the company in the 
production of the records. 

Pressiny of Records. 

The pressing .of records by the new 
organization will, according to reports 
in Melbourne, be commenced during the 
latter part of May of this year, when 

‘two experts from England will arrive 
with the special equipment for electrical 
recording. The compan; is said to con- 
template the operations of 20 automatic 
hydraulic presses, each capable of pro- 
ducing 80 records per hour at the out- 
set of operations. This capacity, it is 
claimed, can be doubled if the demand 
justifies such accion. 

It is also reported in Australia that 
another company is to be established in 
Melbourne for the purpose of pressing 
unbreakable gramophone discs. 


The President’s Day 


At the Executive Offices 
March 26, 1927. 

10:15 a. m. Representative Philip D. 
Swing, of El Centro, Calif., called to 
present to the President a book on the 
Indian sign language. 

10:30 a. m. Representative William 
Ed. Hull, of Peoria, Ill., called to pay 
his respects to the President. 

10:45 a. m. Representative Frederick 
M. Zihlman, of Cumberland, Md., called 
to recommend the appointment of Judge 
Albert A. Daub of the Fourth Circuit 
of Maryland to be Federal Judge for 
Maryland authorized at the recent ses- 
sion of Congress. 

11 a. m. Frank B. Noyes, President 
of the Associated Press, called. Subject 
of conference not announced. 

11:15 a. m. Senator William E. Borah, - 
of Idaho, and Senator Wesley L. Jones, 

| of Washington, called to offer the Presi- 
dent as a summer home the estate known 
as Honeysuckle Hills on Hayden Lake, 
Idaho, situated 40 miles east of Spokane, 
Wash., and consisting of about 785 acres 
of land. 

11:45 a. m. Major John L. Clem, U. 
S. A., retired, Commander of the De- 
partment of the Potomac G. A. R., called 
with Representative Roy G. Fitzgerald, 
of Dayton, Ohio, to thank the President 
for making it possible to pay veterans 
pensions in May and June. 

12:30 p. m. Announcement was made 
orally at the White House that the 
President was considering favorably a 
request to review the 140 ships of the 
| United States Fleet off the Virginia 

Capes in June 3 following their return 

from Guantanamo, Cuba, from their an- 

nual spring target practice. 

Remainder of Day. Engaged with 
secretarial staff and answering mail cor- 
respondence. 


4 
Airplanes to Survey 
Mining Concession 


_For the first time in African mining 
history, airplanes are to be used in mak- 
Ing preliminary surveys, according to 
advices from Consul G. K. Donald, 
| Johannesburg, South Africa, made pub- 
lic by the Department of Commerce on 
March 26, 

The Rhodesia Congo Border Conces- 
sions, Ltd., has contracted with an 
English company for the surveying of 
| Its: concession of 50,000 square miles on 
‘ the Congo Border of Northern Rhodesia 

it is said, and the party of aviators with 
, its equipment has arrived in South 
| Africa. 

“Work on the survey will be started 

about the end of April,” it is stated b 
j the Department, “and it is expected b 
| those interested in the project that abou 
one-half of the concession will be gur 
; veyed in four months, D. H. 9 plane 
; equipped with Nimbus engines are to 

be used, 

Cameras Electrically Driven. 

“The cameras will be’ electrically 
9 film, 65 feet 
long and taking 100 exposures seven 
; inches by seven inches. On the side of 
the film there is a margin of two inches 
| on which will be shown the exact time 
of the exposure. Photographs will first 


2 | be taken obliquely and from them @ 


reconnaissance index will be prepared, 
The photographs will then be taken 
vertically and a map of the surveyed 
country will be drawn.” 
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Agriculture 


Volume of Liquidation in Wheat Market 
Carries Futures to Low Level for Crop 


j iti Commercial Demand for Corn Continues Slack at Lower 
In Diverse Condition Level; Oats and Rye Down, With Barley Up. 


Bureau of Reclamation Re- 
views Field and Marketing 
Operations Up to the 
Close of Month. 


A variety of agricultural conditions on 

the irrigation projects of the Bureau of 
Reclamation, Department of the Inte- 
rior, is shown in a recent statement de- 
scribing conditions at the close of Feb- 
ruary. 
- The leasing of a local cannin, plant 
on the Uncompahgre project, folorado, 
and its consequent operation will provide 
a good outlet for certain fruits and 
vegetables and will give employment to 
a large number of people in the valley, 
the Bureau states. 

It is reported that the average returns 
on lettuce shipments from the Yuma 
project, in Arizona and California, have 
barely covered expenses, the return to 
the producer being about 25 cents per 
crate, : 

Potato growers on the Minidoka proj- 
ect, Idaho, have experienced heavy losses 
in holding the 1926 crop in storage, ac- 
cording to the Bureau. Deterioriation 
and fall in prices are held responsible. 
It is stated that farm work as a whole 
on the Yakima project, Washington, 1s 
more backard than for several years. 

Low Profit on Lettuce. 
The full text of the statement follows: 


| 
| 
| 





Continued good prospects for the win- 
ter wheat crop, together with weakness 
in the future markets for corn and oats, 
were weakening factors in the wheat 
market during the week ending March 
26, according to the weekly grain market 
review of the Department of Agricul- 
ture. 

The lack of any improvement in the 
commercial demand for corn, together 
with the large stocks in the markets, 
forced future prices of both corn and 
oats to sharply lower levels but cash 
markets for these grains were relatively 


| firm because of light receipts and a good 


interior demand. 

Barley prices held near the top for 
the crop but rye was lower with wheat 
and the flax market was dull. 

The full text of the statement 
lows: 


fol- 


Wheat Futures Hit Low. 
Wheat: Considerable liquidation in 
the wheat market carried future prices 
to the lowest point on the crop, but at 
the lower levels some export demand de- 


| veloped and at the close of the week | 


the market was in a relatively firmer 
position. 
The movement of wheat to the Euro- 


pean markets from the Southern Hemi- | 


sphere continues of large volume but is 
being readily absorbed. Trade estimates 


of the amount of wheat that will be re- 
| quired by the European consuming coun- 
| triés have been increased and it is esti- 


The following statement gives agri- | 
cultural conditions on the irrigation proj- | 


ects of the Bureau of Reclamation, De- 


partment of the Interior, at the close | 


of February, 1927: 

Yuma _ project, 
shipments continued all month, but de- 
creased materially during the latter half. 
The average returns have barely covered 
expenses, the return to the producer be- 
ing about 25 cents per crate. The qual- 
ity was good. no mildew being noted. 


average. . 

Cotton ginning continued during the 
first three weeks, the total for the past 
year being about 29,000 bales from ap- 
proximately 29,200 acres, or about 495 
pounds per acre. Prices advanced from 
1 to 2 cents. 


The planting of melons continued 


larger acreage than last | f i 
+ Spathaagedle renin | change was noted in the prices received 


year was anticipated. 
Rain Delays Operations. 

Orland project, Calif—Farming activ- 
ities were at a standstill on account oi 
the continued rainy weather. The first 
almond blossoms appeared on the 2lst. 
No foliage, however, appeared on other 
deciduous trees. . 

The price of loose alfalfa declined 
$1 per ton; that of baled hay remained 
the same. ; 

An encouraging advance in the price 
of cereals occurred, wheat advancing 7 
cents, barley 10 cents, and milo 16 cents 
a bushel during the month. Shipments 
were very light, consisting of only two 
cars of barley and one of milo. 

Grand Valley project, 
farmers were optimistic over the pros- 
pects for a satisfactory season because 
of the large amount of moisture in the 


mated that import requirements will 
average around 16,000,000 bushels per 
week during the remainder of the crop 
year. 

At the close of the week Argentine 


' wheat in Liverpool was being quoted at 


Ariz.-Calif.—Lettuce | 


$1.52 per bushel and Canadian wheat at 
$1.73%2. American red winter 
was quated at $1.46 and the lower price 


and at St. Louis at $1.2742 to $1.28. 
Export bids for soft red winter were 
around $1.36 per bushel at New 
Orleans. 

High Protein at Premium. 

Premiums for high protein hard win- 
ter wheat held steady but the lower 
protein types were about 1 cent lower; 
12 per cent protein No. 2 hard winter 
was quoted at the close of the week 
at Kansas City at about 3 cents over 
the May price, which closed March 25 
at $1.255. Thirteen per cent was 
quoted at 4 cents to 5 cents over the 
May. 

Premiums for desirable types of 
spring wheat were firmer, as a result 
of light receipts and a slight improve- 
ment in the demand for flour. Twelve 
per cent protein No, 1 dark northern 
sold at Minneapolis at 2 cents to 6 cents 
over the May, which closed March 25 
at $1.32%. Thirteen per cent protein 
was selling at 4 cents to 8 cents over 
the May. 

Durum prices held steady throughout 
the week, although demand was slightly 
less active. 
Minneapolis at 10 cents to 25 cents over 
the Duluth May, which closed at $1.417s 


on March 25, but the Duluth premiums | 


were slightly lower ranging from 10 
cents to 22 
Nos. 1 and 2 amber. 


Pacific Coast markets continued rela- 


9 


« 


. + . ! 
tively firmer than other domestic mar- , 


| kets as a result of a fair buying by ex- 


porters. Soft and western white wheats 


were selling for export at Portland at ; 


| the close of the week at $1.33 per bushel 


wheat | 


| resulted in fairly large sales of red win- | 


ter wheat from the United States. 
The domestic demand for soft red 


| winter was slow, as mills were taking 
A large acreage of alfalfa was cut dur- 


ing the month and prices were about | 


the 
red 


because of 
No. 2 


only small amounts 
limited demand for flour. 


| wintef was being quoted at Toledo at 


$1.30 to $1.81, at Cincinnati at $1.29 


per hundredweight; oats, $1.25 per hun- 
dredweight; potatoes, rurals, $1.60 bulk; 


| Gem, $1.65 bulk; hay, delivered, $7 per 


ton. 


Milk River project, Mont. Little 


for produce during the month, except 


| that hay is possibly a little stronger 


| that at the end of January. 


Owing to 


the exceptionally hard winter hay is 


| greatly in demand by the stockgrowers, 
| and a considerable shortage is reported 
| in some localities. 


Thirty-three cars of hay were moved 
from Harlem on the Chinook Division 
during the month, but very little was 
shipped from other project points, the 
greater portion being retained to supply 


| local demand. 


Beet growers’ contracts are being cir- 
culated by agents of the Utah-Idaho 


| Sugar Co., but an estimate of the ulti- 
mate acreage can not be made at the ! 
| present time as a number of those con- 
|; tracts are still pending. Carload ship- 


Colo.—The 


ground. It was hoped that many of the | 


crops could be started without irriga- 
tion. 

Prospects indicate normal acreages for 
the principal crops, with perhaps a slight 
increase in the potato acreage. 

Canning Plant Leased. 

Uncompahgre project, Colo.— The 


ments from the project were as follows: 
Hay, 44; wheat, 36. 
Heavy Hay Shipments. 
Sun River project, Mont.—The princi- 
pal activity on the Fort Shaw Division 
was baling and shipping alfalfa hay 


| which commanded an average price of 


$12 per ton f. 0. b. cars. On the Green- 


| fields Division one large carload of sweet 


wheat market remained steady during , 


the entire month at prices ranging from 
$1.79 to $1.45 per hundredweight for the 
hard and soft 


varieties respectively. | 


The price of potatoes ranged around $2 | 


per hundredweight. 

The movement to market was some- 
what slow, and it was estimated that 
there were something like 400 cars in 


clover seed has been shipped to Chicago 
the price ranging from $7.50 to $10.50 
per hundredweight, depending upon the 
grade of the seed. 

A considerable quantity is retained in 
storage for use on the project as it is 


| expected that a large acreage of sweet 
| clover will be planted this sprig. The 


storage at the close of the month. The | 


onion market, after its 
over the holiday season, remained steady 
during the month, the price 
from $2 to $2.25 per hundredweight. 


: anni 1 at Delta was 
The local canning plant st | cars hay, 7 cars wheat, 1 car clover seed, 


leased during the month by the bond- 


improvement ! ; 
| during 


ranging | 


price asked for this seed is 11 cents a 
pound. 


with producers selling slowly. 
mated that not over 15 per cent of last 


year’s crop remains to be marketed, but 
new crop prospects are excellent for | 


both winter and spring wheat. 
Corn Prices Down. 


Corn: While future prices were forced | 


sharply downward by liquidation of 


holders because of the continued light | 
commercial demand for the large mar- | 


| ket stocks, there was a firmer tone in 


| all of the important markets with the | 


the market for cash grain at practically 


; exception of Chicago. 


Receipts were relatively light, reflect- | 
the country } 
roads and the beginning of the spring | 
' work on the farms. 


ing the bad condition of 
Southern demand 
continues of small volume, 
were moderate sales to the Pacific Coast 
from Kansas City and to the consuming 
areas of Kansas and 


' other central western markets. 


| at Minnaopolis and some 


The light receipts were readily taken 
exports ales 
were reported at seaboard markets. 


Prices of No. 3 yellow ranged from 


| unchanged to about one cent lower at the 


principal markets, being quoted at Chi- 


cago at 68-68%c at Minneapolis at 67- | 
69c, at St. Louis at 71-72c, at Omaha at | 


; 68'2c and at Kansas City at 72-7332. 


| about one cent per bushel, 
| the limited demand and the «favorable : 


Oats and Rye: The oats market for 
both cash and futures made declines of 
reflecting 


| prospects for the new crop in the South. 


Rye was lower with wheat, but at the 
decline some export business developed 


| and sales estimated at around 500,000 
| bushels were made to Germany, Den- 
} mark and France. 


About 100,000 bushels were worked 


| from Omaha for export via the Gulf. It 





Carload shipments from the project | 


the month were as “ollows: 
Simms, 26 carloads, 1 car potatoes, 12 


| cars wheat; Fort Shaw, }7 cars hay, 3 


holders to the Currie Canning Company | 


of Grand Junction. The lease granted 
covers a 5-year period and insures the 
operation of the plant for each of those 
years. 

It is estimated that approximately 100 
carloads of beets, beans, cherries, 
peaches and other products will be 
handled during the 1927 season. About 
70 acres of table beets and 200 acres 
of string beans will be contracted for 
by the company, the table beets to be 
not more than 3%% inches in diameter 
and the contract price will be $12 per 
ton at the factory. 

Table beet growers will be given pref- 
erence on the: pumpkin acreage needed, 
and for this product $5 per ton will be 
paid at the factory. The price offered 
for green beans at the factory will be 
$55 per ton. 

The operation of this plant will pro- 
vide a good outlet for certain fruits and 
vegetables besides giving employment 


‘o a large number of people and adding | 


to the prosperity of the valley. 
Storage Potatoes Failure. 

Minidoka project, Idaho—A heavy 
loss has been experienced by potato 
rrowers who held the 1926 crop in stor- 
age, due both to deterioration of the 
»roduct and to fall in prices. Most of 
he crop has now been moved out of 
ihe warehouses. 

The prospect for a fairly good acre- 
‘ge of sugar beets this spring appears 
it this time to be favorable. Investiga- 
ors report a _ considerably reduced 
aazayd from insect damage this season, 
ym account of climatic influences which 
wre thought to be inimical to develop- 
nent of the pest or the farming area. 

Prices quoted locally on some of the 
‘taple crops are as follows: Barley, $1.25 


| close of the month. 





ver hundredweight; Dicklow wheat, $1.70 


cars potatoes, 1 car horses; Fairfield, 2 


1 car horses. 

Carlsbad project, N. Mex.—The pick- 
ing of cotton crop was completed at the 
Shipments of al- 
falfa hay were made throughout the 
month. The prices received averaged 
about $14 per ton, f. o. b., the project 
for the better grades of hay. 

Plowing was in progress on the farms 
throughout the month. This work is 
about 75 per cent completed. 

The total ginnings of cotton for the 
year, according to revised estimate 
amounted to 12,360 bales. In addition to 
this, there were 2,646 bales ginned at 
the project gins from outlying farms 
adjacent to the project. Price for good 
cottton ranged from 1312 to 14 cents per 
pound. 

Rio Grande project, N. Mex.-Tex.— 
Considerable early cabbage has been 
planted. The mild weather has brought 
fruit trees to blossom and alfalfa is well 
started. 

Alfalfa in Demand. 

Belle Fourche project,.S, Dak.—Al- 
falfa has been in good demand since 
the first of the year and buyers are 
offering $14 to $15 f. o. b. cars, which 
means $9 to $10 in the stack. 

Eighty-six carloads were shipped from 
Newell during February which is the 
heaviest movement of hay for many 
years. Eastern South Dakota and mid- 
west dairymen in Wisconsin, Minnesota, 
and Iowa have taken this product to such 
extent that there is danger of local 
shortage in case of a late cold spring. 

Sugar beet field men are advising with 
the farmers on preparation of ground as 
part of the campaign for a better agri- 
culture and indications are that the re- 
sults will mean a material increase in 
production. 

Okanogan project, Wash—At the end 
of the month the anple prices were auite 


| 
' Cabbage 
Zhe Garland 


was reported also that a good percentage 
of the rye in store at Duluth has been 
sold for export to go out after the open- 


; ing of navigation. | 
Barley: The barley market alone was | 
firm, best types selling at practically | 


all the central western markets near the 
high point of the crop. The offerings 


| of malting types are not equal to the ; 


market needs and these are selling at 
around 75-85c per bushel at the princi- 
pal markets. Chicago malting was 
quoted at Minneapolis at 72-75c, at Chi- 
cago at 75-81c and special No. 2 at Mil- 
waukee at 80-85c. 


Flax: The flax market declined about ! 
; 1 cent with demand for 
at Minneapolis restricted by the dull oil | 
No. 1 seed was being quoted at ! 
per 


trade. 
Minneapolis from $2.15 to 
bushel. 

Prices at Buenos Ayres 
unchanged at $1.56 for flax for May 
shipment. Ninety-two thousand bushels 
were reported shipped from Argentina 


32 9914 


ea il 


were about 


to the United States during the week } 


an amount now on passage from 
tha. country to the United States is esti- 
mated at about 1,816,000 bushels. 


good considering what they had been 
previously, and the Winesap apples that 
were still left were being sold at about 
$2 per box for the best grade. 

Yakima Project, Wash.—As the depth 
of snow decreased, some pruning was 
accomplished the latter part of the 
month, but farm work as a whole is 
more backard than for several years. 
There has been little improvement in 
the price of hay and potatoes, but the 
apple market is improving, with indica- 
tions that the crop may yet be disposed 
of at a profit. 

Prices for this year’s crop have here- 
tofore been very disappointing, but the 
excellent cold storage facilities of the 
valley have made it possible to hold the 
greater part of the apples produced, 
awaiting more favorable market condi- 
tions. 

Hay Marketing Over. 

Shoshone Project, Wyo.—Farm activi- 
ties consisted principally of marketing 
hay. The following tabulation shows 
the carload shipments from the project: 


Garland Frannie 

Div. Div. 
74 99 
101 0 

ee ceccceceeece 1 0 

1 0 

3 0 

ra rainath Matias 0 1 
ND ot te Lo 1 0 

Division hay shipments 


Item. 
AiO FAO bn cesnsnes 
Alfalia Maal ccccocsecs 
Wheat ... 
AE» Ee 
Potatoes 
Beans 


No. 1 amber was quoted at | 


cents over the May for | 


It is esti- | 


but there | 


Nebraska from | 


domestic flax | 


Dairy 
Products 


Method of Purchase 

Of Grain Is Factor 
In Futures Markets 
Department of Agriculture 

Makes Study of Fluctua- 


tions in Market in 


May, 1926. 


' 


The manner in which sales or pur- 
chases are made is the most important 
factor in the flucuation of grain prices 
on future markets, according to an an- 
nouncement of the Department of Agri- 
culture made in connection with a study 
of the flucuation of the May market of 
1926. 

The full text 
statement follows: 

“Grain prices in the futures markets 
are more affected by the manner in 


of the Department’s 


which sales or purchases are made than | 
by the mere quantity of purchases or | 
States Depart- | 


sales, says the United 
ment of Agriculture in a study of specu- 
; lative transactions.in the 1926 May wheat 
futures. There is a vital difference, the 
study indicates, between a purchase or 
sale of 5,000,000 bushels made by several 
hundred small traders sending in orders 
intermittently, and the purchase or sale 


of an equal amount by one or two indi- | 


viduals closely directing the manner in 
‘ which their orders are executed. 
Trading in May Wheat. 
“Trading in the 1926 May wheat fu- 
ture on the Chicago Board of Trade, says 
the Department, showed a direct rela- 
tion between price movements and the 
operation of large speculators. On the 
other hand, prices of grain futures were 
| found generally to move in the opposite 
direction to the operation ‘of the small 
and medium size “general public trader. 
| In other words, says the Department, the 
large trader was generally right and 
the small or medium sized trader gen- 
| erally wrong. 


some kind inthe buying for long account 


|and the short selling of speculative traders | 


accumulation or liquidation of holdings. 
It is believed that this would make for 
greater stability of prices and more 
orderly price movements. These con- 
clusions, with detailed data supporting 
them, are published in Department Bul- 
letin 1479 D. 

The study of the trading in May grain 
last year prepared by J. W. T. Duvelm, 
chief, and G. Wright Hoffman, assistant 
market specialist of the Grain Futures 
Administration, was made as a continu- 

| ation of the investigation of the er- 


ratic fluctuations in wheat futures prices | 


during the early months of 1925, the re- 


sults of which were published as Sen- | 


| ate Document No. 135, entitled “Fluc- 
tuations in Wheat Futures.” 


Limiting of Buying. 


The Grain Administration finds in the 
| new study confirmation of conclusions 


on the extent of buying or selling within 
| a day by speculative traders seems in- 
| evitable if there is to be eliminated from 
the market those hazards which are un- 
mistabably reflected as existing when- 


| individuals, and that attention may be 
directed to the arbitrary limitations upon 
; unnatural price fluctuations by the ex- 
change. 


The full text of the summary of 
the study just issued will be pub- 
lished in the issue of March 29. 





Gain Seen in Imports 
Of Egyptian Onions 
Route to United 


States Larger Than Same 
Period in 1926. 


Amount En 


Egyptian onion shipments totaling 62,- 
265 bags were en route to the United 
States on March 22, as compared with 
47,500 bars on March 19, 1926, according 
to a cablegram just received by the De- 
partment of Agriculture. The full text 
of the statement follows: 


Shipments of Egyptian onions from 
Alexandria to the United States up to 
March 22, 1927, totaled 65,265 bags, 
which is equivalent to 120,530 bushels 
or approximately 326 carloads, accord- 
ing to a cable received in the Depart- 
ment of Agriculture from Consul Geist 
at Alexandria. Shipments from Alex- 
andria to the United States last season 
up to March 19 amounted to 47,500 bags. 

Of this season’s shipments 18,315 Lags 
were reported as being afloat to the 
United States under date of March 15 on 
board the steamships “President Harding” 
and “City of Lancaster.” Subsequent 
shipments are being forwarded on the 
steamships “President Monroe” and 
“Blue Triangle.” 

The “President Monroe” is scheduled 
to arrive in Boston on April 6 with 7,000 
bags, 2,500 of which are for the Boston 
market‘and 4,500 for New York. The 
“Blue Triangle,” due in Boston on April 
10, is bringing 39,950 bags, of which 
23,950 are intended for distribution 
through Boston and 16,000 bags through 
New York. 

Alexandria quotations c. i. f. New 
York or Boston during the past week 
have averaged approximately $2.80 per 
bag of two bushels. Prices quoted last 
year at this time ranged around $2.67 
per bag. 
are 30 per cent lower than last year. 
On the Frannie Division, however, there 
was a 90 per cent increase. 

Hay marketing for the year is nearly 


! completed and there is a large quantity ,} lacked demand. 


of damaged hay left on the proiect. 


“The study recommends a limitation of | 


as a means of insuring a more gradual |! 


ever excessively large lines are held by | 
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Public Lands 


Cotton Movement in United States 


Port receipts 

Port stocks 

interior receipts 

Interior stocks 

Into sight 

Northern spinners’ takings 
Southern spinners’ takings 
World's visible supply Am. cotton 


1926 
NO. OF BALES 


8 336.684 
1 201.345 
10,587,444 
1.730985 
14,434.073 
1.593.786 
3,790,153 
4,417,330 


11,330,545 
2,533,599 
6,282,046 

1.036.360 
16.775,087 

1,506,991 
4,095,251 


The accompanying chart, based on data issued by the Department of 
Agriculture, indicates the cotton movement in the United States to March 25, 
1927, with comparisons of current and preceding crop years. 


Report on Final Ginnings for 1926 Causes 


Strengthening of Cotton Prices for Week| 


Quotations on March 25 Show Rise of One-Fourth Cent 


Temporary strengthening of cotton 
prices during the week March 19-25 was 
effected through the release of a report 

| showing that final ginnings amounted 

to 17,910,258 bales of 500 pounds, which 

was a little under trade expectations. 
Cotton prices closed the week up about 

| %4 cent a pound, according to the weekly 

| review of the cotton trade made public 

| on March 26 by the Department of Agri- 
culture. The full text of the review 
follows: 


Cotton prices were fairly active during | 


the week March 19-25 with final quota- 
, tions up about one-fourth cent per pound. 


Reports indicated continued apathy on | 


the part of both buyers and sellers. The 
volume of sales of spot cotton was com- 
paratively light. 
ton was also reported rather easier. 


Exports Continue Heavy. 


a free movement of fabrics without 
much change in prices. The export 
movement is still heavy and is 
nearly 2,000,000 bales larger than for 
| the corresponding period a year ago. The 
; report of final ginnings for the 1926 crop 
of 17,910,258 500-pound bales, which was 
| released on March 21, was a little under 
| trade expectations and had a temporary 
strengthening effect on prices. 








Demand Is Improved 
For Dressed Meats 


| Higher Prices Are Shown in 
Wholesale Markets of New 
York for Beef. 


market during the week ending March 
| 24 brought somewhat higher prices for 


weekly review of the market by the 


supplies coupled with the more nearly 
normal demand and the colder weather 
made for greater stability of the market. 

The full text of the review follows: 

Supplies were light and with demand 
becoming nearer normal, higher prices 
were realized on beef, lambs. and mutton 
and to some extent on pork. Supply of 
cows and pork cuts were reduced 36 to 
39 per cent and steers 8 per cent while 
mutton was increased 24 per cent. Colder 
weather contributed to better feeling. 

Full range of steer grades was present 
with common grade scarce. Choice qual- 
ity was not over plentiful but scattered 
among unloads of yearlings and mature 
types. Youngsters topped the trade in 
some cases with most sales of older stock 
stopping at $19. Bulk were medium and 
good with values largely $16-$18, show- 
ing a full dollar above last week in most 
cases. A few lots of medium and com- 
mon sold from $13.50 to $15.50. Cows 
sold weil with good breaking meat ad- 
vanced to $15 or better and most of me- 
dium to good from $12.50 to $14.50. Big 
packers held common bulls around $11.50 
to $12 while others offered freely at 
$11.25. Boneless meat sold largely from 
$14 to $14.50. 

Michigan vealers topped at $27 while 
most choice veal sold below $23. Bulk 
offered was of dairy origin, grading me- 
dium to choice and prices ranged largely 
from $18 to $22. Six hundred and eighty- 
seven Canadian vealers sold steadily 
with similar grades of domestics. Sides 
and mature calf carcasses were scarce. 
On the whole, the veal market was 
steady, holding opening prices, but fail- 
ing to make gains. 

Light. unloads of lambs with improved 
demand made the highest market of the 
year and set the stage for California 
arrivals at profitable prices. A constant 
price gain was realized from opening 
and some sales were fully $5 higher by 
Thursday than a week ago. 
' mostly medium to choice and most meat 
moved above $28 with choice light 
weights up to $33 near close. 





weights being largely 36 pounds to 40 
and grades good and choice. 
fornia meat up to 55 pounds or over 


was held around $35 with buyers bid- | 
not accept- ; 


ding about $2 to $3 lower, 
ing this meat as genuine. 

Supplies of mutton were light though 
increased, and movement was fairly ac- 
tive. 


$15 to $17. 
up to $22. 

An extremely uneven market for pork 
ensued with range in sales according to 
condition and supply. Light loins car- 
ried a full range of from $21 to $26 
with other weights almost as erratic. 
Heavy meat was mostly $17 or above. 
Shoulder cuts were less uneven, but 
Late market was more 


Choice wethers were held 


étable generally, 


The basis for spot cot- | 


Dry goods centers continued to report | 


now | 


Present | 


Improved demand for western dressed | 
meats in the New York wholesaie meat | 


: same | beef, lamb u rdi 
reached in the earlier investigation that | s and mutton, according to the | 


| a limitation of some kind on the size | 


of lines, long or short, and especially | et eS a ae | 


Quality was | 


Califor- | 
nia springers brought $36-38 mostly, | 


Some Cali- | 


Good ewes brought up to $18 with 
some held higher. Medium stock brought | 


a Pound Under Apathetic Trading. 


trade interests are, however, more cen- 


tered on the new crop preparations and | 


some reports indicate that an easier 


start than last year in some sections has | 


been made. 


May future contracts on the New York | 


° 
23 


Cotton Exchange were up points for 
the week at 14.08 cents, 
Orleans they advanced 24 points at 14.09 
cents. 
May future contracts were up 31 points, 
closing at 14.16 cents. 


The average price of middling spot cot- 


points, closing at 13.74 cents per pound. 
A year ago the price stood at 18.24 cents. 
Exports for the week amounted to 267,- 


for the corresponding period a year ago. 
Exports from August 1 to March 25, 
amounted to 8,551,083 bales, 
with 6,427,865 bales for the same period 
last season. Figures include exports to 
Canada to February 28. 
Report on Stock. 
Certificated stock at New 
March 25, was 184,571 bales, 


York on 
New 


18,620. 
York 
| Houston 


Total stocks, all kinds, New 
219,710, New Orleans 641,316, 
755,781, and Galveston 544,928. 


May 14.08 cents, July 14.28 cents, October 
14.48 cents, December 14.64 cents, Janu- 
| ary 14.67 cents. 
May 14.09 cenis, July 14.26 cents, Octo- 
ber 14.36 cents, December 14.47 cents, 
January 14.49 cents. Chicago closed: 
May 14.16 cents, July 14.27 cents, Octo- 
ber, 14.40 cents, December 14.50 cents, 
January 14.50 cents. New Orlens spot 
cotton 14.12 cents per pound. 


Elk Herd Released 
In Arizona Forest 





Animals Brought from Yellow- 
stone National Park to Blue 
River Country. 


A herd of 23 elk has just been released 
in the Blue Range game refuge in the 
Apache National Forest of Arizona 
through the efforts of the Arizona State 
Game Department, the Forest Service, 
the Biological Survey of the- Department 
of Agriculture, and local interests. 

The full text of a statement by the 
Department of Agriculture concerning 


locality follows: 

The Blue River Country of Arizona, 
where 40 years ago thousands of elk 
ranged the hills, will once more be the 
home of a herd of these handsome Ameri- 
can big game animals. 

The Arizona State Game Department 
and the Forest Service and Biological 
Survey of the United States Department 
of Agriculture and local interests, have 
just placed a herd of 23 elk on the Blue 
Range game refuge in the Apache Na- 
tional Forest. 

Once Harbored Herds. 





At one time the Blue River Country | 


harbored thousands of elk, deer and wild 
turkeys, and early settlers tell of bring- 
ing back six-mule-team wagons loaded 
with elk killed for holiday feasts. With 
the entry of the cattlemen and settlers 
in the country around the headwaters 
of the Blue and Little Colorado Rivers 
in the early eighties, however, the big 
game began to disappear. : 
regulation of the ranges was put into 
effect by the Forest Service, the deer 
and turkey have come back to some ex- 
tent, but the last elk was killed in this 
region, near Mount Ord in 1898. 

Although the Indians and settlers did 
some hunting in the Blue Range, it is 
believed the depletion of the ranges by 
dense stocking with the cattle was the 
principal cause of the extermination of 
the elk. 

Before the new herd was turned loose 


settlers were apprised of the possibility 
that the elk might do some damage to 
farm crops in the vicinity should they 
multiply rapidly, but there was prac- 
tically no opposition to placing them 
there. 

The farmers were enthusiastically in 
favor of it, and when the elk actually 
arrived there was a great deal of inter- 
j; est evinced by the lgcal population. 
Sportsmen in the vicinity contributed to- 
ward the cost of establishing the herd. 
It is expected the elk will again become 
sufficiently numerous there to furnish a 
certain amount of hunting each fall to 
remove the surplus, 

Brought From Yellowstone. 

The elk liberated in the Blue Range 
were brought from the Yellowstone Na- 
tional Park. When they were liberated, 
each one had to be dragged out of the 

| truck with ropes, but once in the open 
| again, they left at a run for the high 
| points on either side of the canyon, ap- 
é pearing little t.e worse for the trip, 


and at New! 


On the Chicago Board of Trade } 


ton in 10 designted markets advanced 27 | 


472 bales, compared with 83,204 bales | 


compared | 


Orleans 64,274, and Houston-Galveston | 
| 


New York contracts closed March 25, | 


New Orleans closed: | 


the establishment of the herd in the | 


Since the | 


on the Blue Range, the very few local | 


Coal 


Tracts 


| Markets for Butter 
| Are Recovering From 


Sharp Price Decline 


Bureau of Agricultural Eco- 
nomics Notes General Firm- 
ness for Week Ending 


March 26. 


Butter markets recovered during the 
| week ending March 26 frcem the sharp 
price decline of the previous week, and 
prices for the week were generally firm 
with some advances, until late in the 
week when a downward tendency be- 
came apparent especially in Chicago, 
according to the review by the Bureau 
of Agricultural Economics. Foreign 
butter which arrived in New York dur- 
ing the week found a ready sale at 
| from 50 to 58 cents. 
The full text of the review follows: 
During the week ending~ March 19, 
| prices declined sharply under heavy for- 
eign offerings at low figures and a gen- 
eral Jack of confidence in the situation. 
| Buyers had been operating on a hand- 
to-mouth basis and their stocks were @ 
evidently reduced to almost bare floors. 
On Monday, March 21, all market? 
were decidedly firm with price advances 
ranging from one to one and a half cent 
| in effect on practically all @rades, Sup- 





| plies were comparatively light and with 
an advance in sight receivers held all 
grades quite closely. A desire on the 
| part of buyers to anticipate future needs 
| further aggravated the situation and 
prices advanced sharply each day. Late 
in the week buyers hesitated to pay the 
| advances and the market appeared a 
little top heavy with tendency lower on 
some markets, especially Chicago, Sel- 
lers were willing to do a_ conservative 
business at the prevailing level of prices 
but stocks were comparatively light and 
any unusual demand could easily result 
in an extreme shortage unless a cor- 
responding increase in supplies becomes 
available. 
Foreign Butter Arrivals. 

The firmness at New York was tem- 
pered somewhat by the arrival of 16,397 
boxes of Argentine and New Zealand 
| butter and 675 Uis of anish butter. 
The Argentine butter was largely un- 
| salted and found a ready sale at 51 to 
| 53 cents while the New Zealand salt was 
selling in a fair way at 50-51 cents. 
Further arrivals of foreign butter are 
anticipated on Saturday, March 26, when 
a boat direct from New Zealand is due 
| with a reported cargo of 57.000 boxes of 
which 4,782 boxes are expected to be 
unloaded at New York. Smaller arrivals 
of New Zealand and Argentine are due 
next week. Offerings of New Zealand 
late in the week for prompt shipment 
from London were at 35-35% cents if 
| operators are still conservative regar- 
| ing heavy purchases of foreign butter. Wy 

The statistical situation of the mar- 
| ket continues very firm. Storage hold- 
| ings on the four markets are at an ex- 
ceptionally low point for this season 
of the year and are more comparable 
to May 1 holdings than to any other 
season. During the week wonder review, 
| the storage reductions at the 10 larger 

storing centers of the country were about 
500,000 pounds which is only slightly 
less than the reduction which occurred 
at these same cities during the cor- 
responding period in 1926 when storage 
holdings were almost 500 per cent larger 
than at the present time. This con- 
| tinued heavy out of storage movement 
in spite of the much lighter holdings 
leads one to the belief that consump- 
; tion of butter has been fairly well main- 
tained, and tends to create a measure 
of confidence in the general situation. 
Preduction is Lighter. 

With consumption apparently well 
maintained, operators are expressing no 
great concern regarding the possibility 
of sharp declines to lower levels as pro- 
duction continues to run below that of 
a year ago. Reports available regard- 
ing the production of butter for the week 
ending March 19, show rather sharp de- 
creases from those of the corresponding 
week a year ago. The American Asso- 
ciation Creamery Butter Manufacturers 
and the Land-0-Lakes Creameries, Inc., 
show decreases of 13.02 per cent and 
9.29 per cent when compared with last 
year and a decrease of 9.4 per cent and 
an increase of .224 per 
| with the week previous _ respectively. 
Dealers feel that should these report 
prove a correct barometer of production 
in general, there is little in the way 
of much heavier supplies of domestie 
butter in sight unless the trend of pro- 
duction changes decidedly and there is 
but little information available at the 
moment to indicate this. 








Authority Given to Lease 
Coal Tract im Wyoming 


The land office at Buffalo, Wyo, has 
been authorized by the General Land 
Office, Department of the Interior, to 
offer 40 acres of coal land in Campbell, 
County, Wyo., for lease, it has just been 
announced. 

The unit will be known 
unit No. 646, Wyoming 
comprise the SE4% SE% 
N., R. 72 W., 7th P. M. 

Lease of the unit will be made at a 
royalty of 12% cents per ton, mine run, 
An initial investment of $500 during the 
first three years of the lease and a mini- 
mum production of 320, tons per year, 
commencing with the fourth year of the 
lease, are required. 


as coal-leasing 
109, and will 
Sec, 18, T. 50 


There were turned loose seventeen grown 
cows, two yearling heifers, one 2-year- 
old and three yearling bulls, 

The Blue Range refuge comprises one 
of the largest remaining wildernesses 
in the Southwest, where, it is thought, 
crop damage by the elk will remain at a 
minimum. It is rough Country, almost é 
uninhabited, and the newly establishe ¢ 


herd is expected to thrive, ‘ 





cent compared @ 
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Pennell Collection 
Of Art to Be Opened 
For View of Public 


Pre. 


pares Memorial Exhibit 


Library of — Congress 


and Ammouncs Date 


for April 2. 


A memorial exhibit of the art work of 
the late Joseph Pennell, including 
Pennell collections of Whistleriana, 
by the Library of 


9 


the 
is 
being prepared Con- 
gress for public ~wiew on April 
The full text of the statement 
Library announcing the exhibition 
lows: 


of the 
fol- 


An exhibition of the art work of the 
late Joseph Pennell, to take place at the 
Library of Congress, is now being = set 
up, and will be ready for an opening 
view, on Saturday, April 2, Cards have 
been issued. M2. Pennell died April 23, 
1926, and the Opening of exhibition will 
be almost coincident with the 
Versasry of his death. 

Bequest to Library. 

The bequest to the Library Con- 
gress, by Mr. Pennell, subject life 
estate in Mrs. Pennell, of his collection 
and, substantially, of his entire estate, 
and the earlier gifts to the Library by 
Mr. and Mrs. Pennell of their collection 
of Whistleriana, make this exhibtion at 
the National Library is peculiarly appro- 
ate, 
of a memorial exhibition, in recognition 
of Mr. Pennell’s' active interest im _ the 
art collection of the Library, and his con- 
tributions to American art. 
he said: “I have 


of 
to 


because the United States is spending 
money on prints and encouraging art 
and artists, and has encouraged me, 
and because the collection of Whistler’s 
work formed by Charles L. Freer, will 
be placed in Washington and my collec- 
tion will supplement that, or rather will 
be an independent record of Whistler’s 
life and work.”” 

It is also anmmounced at the 
that Mrs. Pennell has consented to 
come “Honorary Curator of the Pennell- 
Whistler Collections in the Library of 
Congress) Mrs. Pennell, as 
Robins Pennell, is widely known as a 
critic, and as the author of charming and 
authoritative Writings upon art 
travel. 

A number of exhibitions of examples 
of Mr. Pennell’s' work have recently 
taken place, the more notable including 
one in Philadelphia and two in New 
York, The forthcoming exhibit at the 
Library of Congress, while lacking some 
of the pieces Included in the others, will 
be more nearly embracing and more di- 
versified than amy of them. It will in- 
clude thé books written by Mr. Pennell; 


a series of his prints; the books written | 


by Mr. and Mrs. Pennell; the books -writ- 
ten by Mrs. Pennell, illustrated by Mr, 
Pennell; books illustrated wholly or in 
part by Mr. Pennell; Pennell Club pub- 
lications; articles in periodicals, illus- 
trated by Mr. Pennell; articles in _ pe- 
riodicals relating: to him; catalogues of 
exhibitions of his work; a selection of 
etchings, lithographs, drawngs, 
and water-colors by Mr. Pennell; 
traits of Mr. Pennell, letters by him, and 
tools that he used; and, besides, a part 
of the exhibition of Whistleriana from 
the Pennell-Whistler Collection of 
Library of Congress, selected and 
ranged by Mr. Pennell in May, 1921. 
An interesting feature of the 


the engraved amd etched plates of the 
Chaleographie du _ Louvre, Paris, and 
from the Regia Calcografia, Rome, 
illustrate the 
museum, provision having been 
by Mr. Pennell in his will for 

stitution of such 
tion with the Division of Prints of the 
Library of Congress, and for which, as 
its foundation, he bequeathed to the 
Library all his Copper, zinc, and other 
printing plates; 


the 


signed prints from then. 


Includes New Pieces. 


The exhibitiom will include not merely | 


material already in the Library, but also 


a number of pieces lent for the purpose | 
| 


by Mrs. Pennell, and by Mr. Harry V. 
Allison, Mr. Wililam P. Eno, Mr. David 
Keppel, Mrs. Walter Smith, Mr. Justice 
Harlan Fisk Stone, Mr. and Mrs. Ed- 
ward L, Tinker, Miss Helen Wright, 
Messrs.5 McKenzie, Voorhees, and 
Smelin, and the Smithsonian Institution. 


Mr. Pennell was a member of the Na- 
tional Academy of Design, fellow of the 
American Academy of Arts and Letters, 
member of the National Institute of Arts 
and Letters, Momorary associate of the 
Royal Belgian Academy, member of the 
International Society of Painters, Seculp- 
tors and Gravers, London, honorary asso- 
ciate of the Royal Institute of British 
Architects, memnaber of the Societe des 
Peintres-Graveurs Francaise, honorary 
associate of the American Institute of 
Architects, member of the Royal Acad- 
emy of Antwerp; was awarded medals 
at the Columbian Exposition,’ Chicago, 
Pan-American FE€xposition, Buffalo, Pan- 
ama-Pacifie Imternationl Exposition, 
San Francisco; was awarded a_ gold 
medal at the Paris Universal Ex posi- 
tion, 1900, and also at Dresden, Liege, 
and Amsterdam ; the grand prize at the 
St. Louis Exposition, and also at Milan, 
Barcelona, Brussels, and Florence; re- 
ceived honorable mention at the Paris 
Salon; and if represented by etchings in 
the Luxembourg’, Cabinet des Estzampes, 
Paris, Uffizi Gallery, Florence, Modern 
Gallery, Venice and Rome, British Mu- 
seum, South Kensington Museum, Lon- 
don, Art Institute of Chicago, Brooklyn 
Museum, Metropolitan Museum of Art, 


Cleveland Museum of Art, the galleries | 


at Berlin, Dresden, Munich, and 


The 
Prado, Madrid. 


anni- | 


The display will be in the nature | 


In his will, | 
made the bequest Con- | 
tained in this will, to the United States 


Library | 
be- | 


Elizabeth | 


and | 


pastels | 
por- | 


the | 
ar- | 


ex- | 
hibition will be @ number of prints from | 


to |" 
work of a caleographic | 
“made | 
in- | 
a museum in connec- | 


and all his lithographic | 
stones and plates, together with his un- 


List szapoplied daily by the Library of Congress. 
books in foreign languages, 


| 
| Books Received by Library of Congress 


National Defense 


Fiction, 
official documents and 


children’s books are excluded. Library of Con- 
| gress card reaember is at end of last line. 


American mining congress. 29th, Wash- 
ington, D. C., 1926. Proceedings of 
the Conference ‘on mine taxation held 
in conjunetion with the twenty-ninth 
annual cortvention of the American 
mining congress, Washington, D. C., 
December 10, 1926. 97 p. Washing- 
ton, D. C., American mining: congress, 
1927, ; 27-4756 
Aubry, Octave. The,empress _might- 
have-been; the love story of. Marie | 
Valevska and Napoleon; translated | 
from the French by H. G. Dwight. | 
361 p. N. Y., Harper, 1927. 27-4651 
Baker, Johm Randal. Sex im man and 
animals with a preface by Julian S. | 
| Huxley. 175 p, illus. London, Rout- 
ledge, 1926. 27-4744 | 
Beebe, Charles William. Pheasant jun- 
gles, with = sixty illustrations from 


| Philips, Edith. . 





photographs by the author. 248 p. N. 
Y., Putnam, 1927. 27-4404 
Benedict, Francis Gano. The metabo- | 
lism of the fasting steer, by . and 
Ernest G. Ritzman. (Carnegic insti- | 
tution of Washington. Publication no. | 
377.) 246 p. illu. Washingcton, Car- | 
negie institution of Washing-ton, 1927. | 

; 27-4748 | 

Bruner, Earle D. A laboratory study in 
democracy; the agitator and _ other 
types, by . superintendent of the 
George junior republic of western | 
Pennsylvania, illustrations from photo- 
graphs. 262 p. N. Y., Doubleday, 
1927. 27-4757 
Chester, Georgia Grant. Travel in Eu- 
rope made easy; a detailed itinerary | 
for the imdependent traveler, with 14 
maps. 288 p,, illus. N. Y., Dodd, 1927. 
27-4406 





Clarke, Jane B. Comstock (Baxter). The 
bum bugler; old and new army favor- 
ites, by Mrs. Adna G. Clarke. 55 p., 
illus) Honolulu, The Mellen associ- | 
ates, 1926. 27-4661 

| David-Neel, Moe, Alexandra. My jour- 

ney to Lhasa; the personal story of 
the only white woman who succeeded 
in entering the forbidden city, illu- 
strated with many photographs taken 
by the author. 310 p. N. Y-., Harper, 

| 1927. 27-4655 

| Duniyer, Louis. Vacuum practice, trans- 
lated by J. H. Smith. (International 
text-books of exact science.) 228 p., 

; villus. London, Bell, 1926. 27-4745 

| Fagan, James Bernard. “And so to 

| .bed”; a comedy in three acts. 140 p. 

| London, Putman, 1927. 27-4657 

| Fawcett, Miillicent (Garrett) “Mrs. 

Henry F'aweett,” 1847. Easter in 

Palestine, 1921-1922. - 187 p.,, illus. 

| London, Unwin, 1926. 27-4408 
Gibson, Emily M. English-class plays 

for new American. 121 p. N.Y, 

the Woman’s Press, 1927. 27-4662 } 

| Gilhert, Osear Paul. Men in women’s 
| guise. Some historical instances of 
female impersonation. Translated from | 
the French by Robert B. Dougle ... | 
284 p., illus. London, Lane, 1926. | 
27-4407 

Grant, Lady Sybil Myra Caroline (Prim- 
rose). The riding light, by .Neil Scot | 
(pseud.) 422). London, Foulis, 1926. | 

| 27-4649 
Greenwood, William John. Greenwood’s 
business letter phrases and _ para- 
graphs, classified for immediate use, 
together with selected letters and a 
dictionary of trading operations, com- 
mercial terms, export and _ import 
trades practice, business financing and 
business law. 824p. Richmond Hill, 
L. I., Business Book Publishing Co., 
1927. 27-4758 

Lague. Permanent Court of International 
Justice. Bibliographical list of official 
and unofficial publications concerning 
the permane:: court of international 
justice. Prepared for the second an- 
nual report of the Court by J. Douma, 
assistant librarian of the Peace pal- 
ace =. . - 1159p. The Hague, 1926, 

27-4748 
|Hinchman, Walter Swain. The Milton 

manual Of English composition. 61 p. 

Cambridge, Mass., 1927. 27-4664 

| How can I g@et married? A woman bares 
her soul. Vivid and dramatically 
she tells the story of her heart-stirring 
experience in her search for a hus- 
band. With a preface by  Bernarr 
Macfadden. 3387p. N. Y., Macfadden 
publications, 1927, 27-4648 

Jeans, Ronald. intervals, 
(French’s No. 1631.) ! 
67 p. 1927. 

- 27-4660 
| John Rylamds library, Manchester. ‘ 
| Catalogue“ of an exhibition of the 

earliest printed editions of the princi- 
pal Greek and Latin elassies and of a 
few manuscripts. With an_ introduc. | 
tion by the librarian and facsimiles.’ 
72 p. 8 pls Manchester, The Uni | 
versity press, 1926, 27-4754 | 

Kent, Roland Grubb. The textual 
criticism of inscriptions. ( Language | 
monographs... No. 2.) 76 p. Phila- | 
delphia, Linguistic society of Amer- 
iea, 1926. 27-4409 | 

McKenney, Lillian Verna. Nalini. 114 | 

| p, San Diego, Calif., San Diego print- 

Ying co., 1926. 27-4658 | 

McMaster, John Bach. The United | 
States im the world war. V. 1. N.Y,, | 

| Appleton and company, 1927. 27-4401 | 
Morison, Stanley. Type desigens of the | 
past ana present, with wpwards of 
sixty illustrations. 70 p. London, The 
Fleuron, limited, Printed by W. Lewis | 
at the Cambridge university press, | 
1926. 27-4749 

Munder, Norman T, A. & co., printers, 
Baltimore. Munder types; Venetian, | 
italic, bold and bold italic, together | 
with Munder-Hoyle ornaments. The | 
very first presentation by Norman ie 

} 
| 
| 
' 








sright 
acting edition. 
London, S$. French, 


A. Munder & co, 23 p. illus. Balti- 
more, U. S.A, 1926. 27-4755 | 
Nictzsche, Frederick Wilhelm. Ecce | 
homo and The birth of tragedy, trans- | 
lated by Clifton P, Fadiman. 
library of the world’s best 
340 N.Y. The Modern library, | 
1927. 27-4411 | 


(Modern | 
books.) | 


DP. 





Norton, Hemry Kilireage. Chime and the 


| Royal 


, Scott, 


| Varjabedian, Benjamin Samuel. 


that 


powers. 264 p. illus. N. Y., The 
John Day co., 1927. 27-4403 
Pacific Northwest libraries; history of 
their early development in Washing- 
ton, Oregon and British Columbia. 
Papers prepared for the seventeenth 
annual conference of the Pacific 
Northwest library association, 1926, | 
contributing to the fiftieth anniversary 
of the founding of the American 
library association. (‘Reprinted from 
the Washington historical quarterly 
for October, 1926.’) 40 p. Seattle, 
Wash., University of Washington 
press, 1926. 27-4753 
How other chil- 
illus. Chicago, 
27-4666 
.. Louis Hue Girardin 
and Nicholas Gouin Dufief and their 
relations with Thomas Jefferson; an un- 
known episode of the French emigra- 
tion in America. 75 p. (The Johns 
Hopkins studies in Romance litera- 
tures and languages. Extra vol. no. iii.) 
Baltimore, Md., The Johns Hopkins 
press, 1926. 27-4410 
Pryde, John. Recent advances in bio- 
chemistry... with 38 illustrations. 
848 p. London, Churchill, 1926. 
27-4746 
Read, Herbert. In retreat. 42 p. (The 
Hogarth essays. vi.) London, L. & 
Virginia Woolf, 1925. _27-4656 
colonial institute, London. Li- 
brary. Select bibliography of recent 
publications in the library of the 
Royal colonial institute illustrating the 
relations between Europeans and 
coloured races. Compiled by Evans 
Lewin... (Royal colonial institute 
bibliographies, no. 3.) 62 p. London, 
Royal colonial institute, 1926. 27-4752 
Jonathan French. Five weeks; 
the surge of public opinion on the eve 
of the great war. 305 p. N. Y., The 
John Day co., 1927. 27-4652 
Scott, Sir Walter. Sir Walter Scott’s 
The lady of the lake, edited by Archi- 
bald Rutledge . - . (The Windsor 
English classics.) 265 p., illus. N. we 
EF. M. Ambrose co., 1927. 27-4659 
Stowell, Jay Samuel. . .. Makers of a 
new world. (Elective courses for in- 
termediates.) 167 p. N. Y., The 
Methodist book concern, 1926. | 
27-4405 
Tanner, Edwin Platt. Yesterday’s chil- | 
dren. illustrated by Louis M. 
Glackens. 216 p., illus. Chicago, 
Rand, 1927. 27-4665 
Terhune, Albert Payson. Gray Dawn. 
. 369 p, illus. N. Y., Harper, 1927. 
27-4668 
Toothaker, Charles Robinson. Commer- 
cial raw materials; the origin, prepa- 
ration, and uses of the important raw 
materials of commerce. Rey. ed. 308 
p., illus. Boston, Ginn, 1927, 27-4759 
Tralle, Mrs. Bertha (Baldwin). Stories 
new and stories true, and how to tell 
them . with an introduction by 
Henry Edward Tralle ... 172 p. N. 
Y., Revell, 1927. 27-4647 
“Jesus 
only”; the final authority and center 
of unity. 861 p. Des Moines, Ia., 
Printed by the Homestead co., 1927. 
27-4412 
Volibehr, Otto H. F. The Vollbehr in- 
cunabula at the National arts club of 
New York from August 23, to Septem- 
ber 30 MCMXXVI, by George Parker 
Winship. 17 p. New York, Pynson | 
printers, 1926. 27-4747 ! 
Warden, Carl John. A_ short outline of 
comparative psychology. (New sci- 
—ence series). 95 p. N. Y., W. W. Nor- 
ton, 1927. 27-4413 
Williams, Edward Thomas. China yes- 
terday and today. Rev. ed. 664 p., 
illus. N. Y., Crowell, 1927, 27-4402 


Government Books 
and Publications 


Perdue, Hannah Avis. 
dren live. 216. p. 
Rand, 1927. 








Documents described under this heading 
are obtainable at prices stated from 
the Superintendent of Documents, 
Government Printing Office, Washing- 
ton, D.C. The Library of Congress 
card numbers are given. 

Statistics Concerning Intoxicating Liq- 
uors: February, 1927. Compiled un- | 
der the Direction of the Commissioner 
of Internal Revenue. Price 10 cents. 

[24-26447] 
foreword to this pamphlet explains 

‘this compilation of statistical data 

corcerning transactions in intoxicating 

liquor is published to meet a constant and 
growing demand upon the Treasury Depart- 
ment for this class of information. 

Army List and Directory, March 1, 1927. 
Published Bi-monthly. Issued by The 
Adjutant General’s Office, War De- 
partment. Price 30 cents per copy. 

[9-35106] 

Education in the United States of Amer- 
ica. Prepared under the direction of 
John J. Tigert, United States Com- 
misisoner of Education, for the Pan 
Pacific Conference on Education, Re- 
habilitation, Reclamation and Recrea- 
tion, Honolulu, T. H., April 11-16, 
1927. Price 20 cents per copy. 

E27-33 

Production of Gutta-Percha, Balata, 
Chicle and Allied Gums. By Joseph 
W. VanderLaan, Special Agent, Crude 
Rubber Survey, Trade Promotion Serv- 
ice No. 41, Bureau of Foreign and 
Domestic Commerce, Department of 
Commerce. Price 15 cents, 27-26278 

Advertising Automobile Products in Eu- 
rope. Compiled by J. A. G. Penning- 
ton, Specialties Division, Bureau of 
Foreign and Domestic Commerce, De- 
partment of Commerce. Trade In- 
formation Bulletin No. 462. Price 10 
cents. 27-26290 

Czechoslovakia. Its: Industries, Re- 
sources, Trade and Finance, by Almon 
F’. Rockwell, Division of Regional In- 
formation, Bureau of Foreign and Dow 
mestic Commerce, Department of 
Commerce. Trade Information Bul- ! 
letin ‘No. 461. Price 10 cents 


A 


home economics, 


| damental principles .f tic 
| eation requires that the training to be 
| efficient shall be 
| ditions that duplicate as nearly as pos- 


| conditions that 
| home, it becomes necessary to supplement 
| the facilities afforded by the school, by | 

providing for the participation of stu- 


Home Practice Work | Commissioned Officers Who Rose from Ranks 
In Army Number Nearly One in Every Three 


Intended to Develop 
Manipulative Skill 


Board of Vocational Educa- 
tion Differentiates Home 
Projects as Concerned 

With Managerial 
Ability. 


Many teachers fail to distinguish be- 
tween home practice and home projects 
in home-making education, declares the 
Federal Board for Vocational Education, 
in a recent statement. The Board points 
out that’home __ practice concerned 
chiefly with the attaining of manipula- 


18 


cerned chiefly with the acquiring of man- 
agerial ability. 

Home practice, it is stated, should lead 
up to the broader and more purposeful 
home project, and should train the girl 
in such a way that she will be able skill- 
fully to administer the project once it 
is begun. 

The necessity for carrying on_ such 
training in the home itself has been em- 


| ular 


tive skill, while home projects are con- | American War, or in the National Army 





phasized orally by J. C. Wright, director | 


of the Board. 
Aim of Home Economics Study. 
“The aim of vocational education 
” Mr. Wright says, “is 
to train girls and women for the voca- 
tion of home-making. One of the fun- | 
yocational edu- 
conducted under con- | 
sible those under which the vocation it- 
self must later be carried on. 
“Since the school can never 
are found in 2 


previde | 
normal | 


dents in normal home-making activities 


| in the environment of their own or other | 


homes. The work thus carried on in the 
home to supplement the work of | the | 
school is known as home projects.” 

The esentials of the home project are | 
enumerated in the statement by he 
board. 

The text of the statement follows: 

Before taking up the discussion of 
the essentials of the home project it 
seems well to make a distinction be- 


tween the type of experience gained | 


through the home project and that 
gained through home practice. If skill 
is to be attained opportunity for repeti- 


| tion of processes must be given. 


The school schedule, the size of 
classes, and the equipment of the labora- 
tory all tend to limit the amount of 
practice in school. The home affords 
the best setting when processes are re- 
pated with the attainment of skill as 
the chief objective. 

Acquisition of Skill. 

Such pieces of work as making a 
dress like one made at school, prepar- | 
ing foods according to methods learned 
at school, making a bed, ironing, dust- 
ing, setting the table, and arranging 
flowers are all illustrative of processes | 
which require repetition, if skill is to | 
be acquired. Yet they require little, if 
any, managerial ability. ; 

They should be used to interest the 
giv] in carrying her school work into 
the home and in making her actually | 
able to do skilifully certain manipula-'| 
tive work. Home practice in doing jobs | 
learned at school should be a part of | 
every program of home-making educa- | 
tion and should lead up to the broader | 


“and more purposeful home projects. | 


It should precede home project work 
in order that the girl may acquire cer- 
tain skills before she attempts the proj- 
ect which involves more planning and 
management. 

Many teachers fail to distinguish be- 
tween home practice and home projecs 
because they do not understand that | 
home practice is concerned chiefly with 
the attaining of manipulative skill and 
that home projects are concerned chiefly 
with the acquiring of managerial ability. 

Home practice is an excellent means of 
establishing contact with the home and 
of paving the way for cooperation _ neces- 
sary in project work. It is therefore ad- 
visable to require some kind of a written 
report from the mother concerning the 
girl’s home practice work, for after the 
mother has made such reports she feels 
more interested in the work of her 
daughter and in the whole program of 
the department. 

The essentials of a home project may 
be enumerated as follows: 

1, The home project is a purposeful 
activity on the part of the pupil. 

2. The heme project affords oppor- 
tunity for the acquisition of new knowl- 
edge and the development of manipula- 
tive skills. 

3. The home project is a normal unit 
of home work, offering opportunity for 
developing managerial ability. 

4, The home project gives experience 
in home-making activities under as 
nearly normal home conditions as possi- | 
ble. 

5. The home project affords close cor- 
relation between home needs and activi- 
ties and classroom instruction. 

6. The home project is carefully 
planned for, carried through to comple- 
tion, and reported by the pupil. 

7. The home project is adequately 
supervised by the classroom teacher. 

The home project must appeal to the 
girl as something that it is worth while 
to accomplish and not as a task imposed 
by one in authority. There must be a 
purpose strong enough to carry the work 
through to completion, an inner urge 
which, in the words of Dr. Kilpatrick, 
“fixes the aim of action, guides its proc- 
esses, and furnishes its drive, its inner 
motivation.” 

The most worth-while projects are the 


everyday activities that the girl would | 


or should normally be doing. The home 
project should help her to do these bet- 


in | 


Sig | 


| College. Newport, R. I.; 


| Rhode 


| War 





| C.), det. U.S. S. Merey; 


| Nevada; 


| Ree. 


| Nay. 


| ceived 





ter, Preparing supper for her family, 
r th * room and keeping 
the family mendire— 
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Former Enlisted Men {Included Two Major Generals, Four 
Brigadier Generals and Many Colonels. 


| 
| 
| 


More than 382 per cent or 3,796 of the 


1,814 commissioned officers of the Reg- 
Army had enlisted service before 
they attained their commissions, accord- 
ing to a tabulation of the records of the 
commissioned strength, as summarized 
by the Department of War March 26. 


Six Generals Rose from Ranks. 

Two major generals and four brigadier 
generals are among those who rose from 
the ranks. Of the former enlisted men 
who now are officers, 1,643 served in the 
ranks in the Regular Army, and 2,064 
in the Federalized National Guard, the 
Volunteer Forces during the Spanish- 


during the World War. 
The full text of the statement follows: 
A tabulation of the records of the 
11,814 officers of the Regular Army has 
disclosed the fact that 3,796, or over 32 
per cent of the total commissioned 
strength, had enlisted service prior to 


| attaining officers’ grades. 


Navy Orders 


Orders issued to Naval officers under date 
of March 22, 1927: 

Comdr. Harold W. Boynton, to treatment, 
Nav. Hosp., Mare Island, Calif. 

Comdr. Jere H. Brooks, det. Nav. War 
to 4th Nav. Dist., 
Philadelphia, Pa. 

Comdr. Charles S. McWhorter, det. 3rd 
Nav. Dist.; to Naval War College, Newport, 
Island. 

Comdr. Raymond A. Spruance, det. Naval 
College, Newport, R. 1; to Office of 
Naval Intelligence. 

Lieut. Comdr, Joseph F. Crowell, Jr., 
U. S. S. Milwaukee; to 
Samoa. 

Lieut. Harold W. Alden, det, U.S. S. Lud- 
rt treatment, Nav. Hosp., Mare Island, 
Calif. 

Lieut. Van Hubert Ragsdale, det. Air- 
craft Sqdns., Battle Flt.; to Bu. Aero. 
Lieut. Herbert R. Sobel, det. U. S. 

New York; to U. S. S. Nitro. 

Lieut. James R. Tague, det. VO Sqdn. 3 
(U. S. S. Raleigh), Aircraft Sqdns., Setg. 
Fit.; to Nay, Air Sta., Pensacola, Fla. 

Lieut. (j. g.) Clifford M. Alvord, det. U. 
S..S. Reno; to Naval Academy. 

Lieut. (j. g.) Frank H. Bond, det. U. 
S. Gilmer; to Naval Communs, 

Lieut. (j. g.) William T. Pearce, det. U. S. 


det. 
Nav. Sta, Tutuila, 


s. 


Ss. 


| §. Niagara; to temp. duty U.S. S. Chewink. 


det. 
Aircraft 
Air Sta., Pen- 


Lieut. (j. g.) Herbert W. Taylor, 
Torp. & Bomb. Plane, Sqdn. 1, 
Sqdn., Sctg. Fit; to Nav. 
scola, Fla. 

Ensgin Roland V. 
Chewink; 
York. 

Ensign Paul B. Tuzo, Jr., 
Communs,; to U. S. Fit. 

Comdr. Andrew B. Davidson (M. C.), det. 
Nav. Hosp., Great Lakes, Ill; to U. S. S. 
Mississippi. 

Comdr. Lester L. Pratt (M. C.), det. Nav. 
Hosp., Boston, Mass.; to U. S. S. Relief. 

Lieut. Comdr. Rogert A. Nolan (M. C.), 
det. Nav. Sta. St. Thomas, Virgin Islands; 


Baille, det. U. 
to treatment, 


Ss. S. 
Nav. Hosp., New 


det. Office Naval 


| to Rec. Brks., Hampton Roads, Va. 


Lieut. (j. g.) Everett H. Dickinson (M. 
‘ to U.S. S. Wyo- 
ming. 

Lieut. Allen H. Hetler (D. C.), det. Navy 
Yard, Philadelphia, Pa.; to Rec. Bks., Phila- 
delphia, Pa. 

Ch. Bosn, William P. Bachman, det. U. S. 
S. Dobbin; to Navy Yard, Philadelphia, Pa. 

Ch. Bosn, William E. Benson, det. com- 
mind U. S. S, Kalmia; to command U. S. S. 
Rail. 

Ch. Bosn. Albert C. Fraenzel, det. Navy 
Yard, Philadelphia, Pa.; to command U. S. S. 


| Bobolink. 


Ch. Bosn. John L. MeDonald, det. Navy 
Yard, Philadelphia, Pa.; to U.S. 8. Quail. 
Ch. Bosn, Patrick F. Powers, det. U. 

S. Camden; to U.S. S. Kalmia. 

Ch. Mach. Max Bayer, det. Office Nav. 
Inspr. of Mach, Am. Brown Boveri Elec. 
Corp., Camden, N. J.; to U. S.S. Texas. 

Ch. Mach. Frank Carter, det. U. S. S. Con- 
tocook; to U.S, S. Umpqua. 

Ch. Mach. Robert M. Huggard, det. U. S. 
S. Chewink; to U. S. S.. Wyoming. 

Mach. Gerald J. Holtham, det. U. S. S. 
Texas: to U.S, 8. Contocook. 

Orders issued to Naval officers 
date of March 19, 1927: 

Lieut. Comdr. Archibald Offley, det. com- 
mand U. S. §, Eagle No. 35; to U. S. S. 
Maryland. 

Lieut. Comdr. Byron B. Ralston, accep- 
tance of resignation cancelled; authorized 
report to Nay, Hosp., New York, for treat- 
ment. 

Lieut. Clarence J. Bullreich, det. Naval 
Academy; to U.S. S. Maryland. 

Liut. James P. Compton, det. 
Sta., Pensacola, Fla.; to U.S. 8, V 

Lieut. John Danner, det. command U. S. 
S. Ontario; to treatment, Nav. Hosp., Mare 
Island, Calif, 

Lieut. (j. g.) Fort H. Callahan, det. U. 
S. S-26; to Naval Academy, 

Lieut. (j. g.) Ralph R. Gurley, det. U. 
S. S-18; to Naval Academy. 

Lieut. (j. g.) Roland N. Smoot, det. U. 
S. S-7; to U.S. S. S-26. 

Lieut. (j. g.) Selden B. Spangler, orders 
January 31, 1927, modified; to Nav. Air Sta., 
Nav. Oper. Base, Hampton Roads, Va. 

Lieut. (j. g.) Wilbur A. Wiedman, det. 
from all duty; to resignation accepted June 
30, 1927. 


Ensign 


s. 


under 


Nav. Air 


s. 
Ss. 
s. 


Albert S. Moore, Ss. 
to U.S. S. Sirius. 

Ensign Charles T. Tonkin, jr., det. U. S. 
S. Mississippi; to Ree. Ship, San Francisco. 

Lieut. Verne V. M. Boggs (S. C.), det. 
Bks., Philadelphia, Pa.; to Ree. Ship, 
Guantanamo Bay, Cuba. 

Lieut. Timothy J. Mulcahy (S, C.), det. 
Nav. Sta., Guantanamo Bay Cuba; to Rec. 
Brks., Hampton Roads, Va. 

Lieut. Calvin M. Bolster (C. C.), det. 
Aircraft Factory. Navy Yard, Phila- 
delphia, Pa.; to U. S. S. Los Angeles. 

Ch. Bosn. Maurice J. Hannafin, det. U. S. 
S. Chewink; to U. S. S. Detroit. 

Ch. Mach, Charles Pilarski, det. U. S. 
Nevada; to U.S. S. Chewink. 

Ch. Gun. William O. King, det. 
Yard, Mare Island, Calif.; to U. 
Tennessee. 

The following dispatch orders were re- 
from CinC, Asiatic Fleet, dated 
March 17, 1927, 

Comdr. Thomas A. Symington, from U. S. 
Beaver, to United States; Lieut. Wallace E. 
Guitar, to U.S. 8. Truxton; Ensign Richard 
J. Bourke, jr, to U. S. S. Truxton, and Pay 
Clk. Frank H. Davis, from U.S. S. Pitts- 
burgh; to U.S. S. Isabel. 

Deaths: Comdr. James Edward Palmer, 
ret., U. S. N., died February 23, 1927, at 
Ventnor, Atlantic City, N. J, and Mach. | 
Daniel Robert Shackford, ret. U. S. N., 
died December 18, 1926. 

Ch. Gun. William Seyford, det. U. S. S. 
Detroit: toc, f.o. U. S. S. Saratoga, 

Ch. Mach. John C. Richards, det. U. S. S. 
Huron; to Ree, Bks., Puget Sound, Wash. 

Ch. El. Carroll L. Morgan, det. from all 
duty; to resignation accepted March 19, 
1927. 


det..U. S. 


s. | 


Navy 
s. S. 





all may be made so attractive as to en- 
list the pupil’s whole-hearted interest. 

The project should really meet some | 
immediate need which the girl already 
fe-ls. 9%r can be brought to feel, for a | 

cercain type of instruction. 


| days. 


Of the former soldiers, now officers, 


1,643 served as enlisted men in the Reg- 
ular Army and 2,064 in the Federalized 
National Guard, the Volunteer forces 
during the Spanish-American War, or in 
the National Army during the World 
War. Eighty-nine former sailors and 
marines have also gained commissioned 
rank in the Army. 


7,643 Enlisted Men. 


Two major generals and four brigadier 
gencrals are among the officers who rose 
from the ranks of the Regular Army. 
Of the colonels of the permanent estab- 
lishment 20 per cent have had enlisted 
service, lieutenant colonels 47 per cent, 
majors 14 per cent, captains 33 per cent, 
first lieutenants 51 per cent, and second 
lieutenants 20 per cent. 

Two hundred and twenty-three grad- 
uates of the Military Academy, now 
Army officers, were enlisted men prior to 
their appointment as cadets at West 
Point. 


Army Orders 


The Department of War has issued Spe- 
cial Orders No. 68 to Army personnel as fol- 
lows: 

Infantry. 

First Lieut. Harold H. Elarth, foreign 
service to Fort Crook, Nebr. 

Capt. Martin D. Barndollar, jr., Fort Ben- 
ning, Ga., to Fort Monmouth, N. J. 

Lieut. Col. Hiram M. Cooper, General 
Staff, Washington, D, C., to Boston, Mass. 

Lieut. Col. James A. Higgins, Fort Ben- 
ning, Ga., to Fort Crook, Nebr. 

Lieut. Col. Kirwin T. Smith, 
as captain of the Infantry 
1927. 

Following officers from Tokyo, Japan, to 
New York City: Capt. George O. Clark, to 
Fort Slocum, N. Y., and First Lieut. Robert 
J. Hoffman, to Fort Jay, N. ¥. 

Ordnance. 

Capt. James D. McIntyre, 
Mass., to Cambridge, Mass., 
Harvard University. 

First Lieut. Charles E. Whitney, Cleve- 
land, Ohio, to Canal Zone. 

Maj. Reiff H. Hannum, Washington, D. C., 
to Hawaii. 


is detailed 
rifle team for 


Sprinfield, 
for duty at 


Other Branches. 

Tech. Sergt. Aloyous Martin, Med. Nept., 
Fort Eustis, Va., to Edgewood Arsenal, Md. 

Lieut. Col. Frank Lockwood Hatch, Judge 
Advocate General's Dept. (Reserve) to activ® 
duty, Washington, D. C., for training. 

Maj. Frank Homer Fay, Signal Corps Re- 
serve, New York City, to Washington, D. C. 

First Lieut. Lloyd Bratton Harrison, 
Judge Advocate General’s Dept., Reserve, 
Washington, D. C., to active duty for 
training. 

First Lieut. Keryn-ap Rice, 
Point, N. Y., to Canal Zone. 

Capt. Albion Smith, Field Artillery, Fort 
Sill, Okla., to Hawaii. 

First Lieut. Paul McD. Robinett, Cav., is 
gasianed to headquarters, Fourth Corps 
rea, ° 

Lieut. Col. William B. Pistole, Judge Ad- 
vocate, to headquarters Sixth Corps Area 
for duty in Judge Advocate General’s 
Dept., from Washington, D. C. 

Leaves of Absence. 

First Lieut. Howard A. Gibson, 
Corps, 2 months, 

Maj. Alfred Balsam, 
days. 

First Lieut. John C. Grable, Field Artil- 
lery, 2 months. 

Maj. Gen. G. Ferris, Cav., 1 
days. 

Maj.| Durward S, Wilson, Inf., 2 months. 

Maj. John H. Hester, Inf., 2 months. 
r Lieut. Col. Guy Kent, General Staff, 25 
ays. 

Maj. Edward C. McGuire, Cav., 2 months, 
18 days. 

Maj. Daniel E. Murphy, Cav., 


Sng., West 


Med. 


Inf., 1 month, 14 


month, 10 


2 


months, 15 


. Harold G. Holt, Cav., 2 months, 
Capt. Thomas G, Peyton, Cav., 2 
Sceond Lieut. William F. 

Artillery, 23 days. 

Capt. Gilbert X. Cheves, 4 months. 
Maj. Jarvis J. Bain, General Staff, 


months. 
Sadtler, Coast 
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Capt. Carl B. Byrd, Cav., 2 months. 
Warrant Officer Samuel M. Sullivan, 
Graves Registration Service, 4 months. 
Retirement. 
Warrant Officer John T. Hines, Fort Win- 
field Scott, Calif, 


| Marine Corps Orders 


Capt. J. F. MeVey, or or about Auril 1 de- 
tached Recruiting District of Buffalo, Buf- 
falo, N. Y., to M. B., Quantico, Va. 

The have 
detached from the stations indicated and 
ordered to duty at Marine Corps Base, 
Naval Operating Base, San Diego, Calif., for 
temporary duty beyond the seas with the 
Marine Corps Expeditionary Force in China: 
Capt. J. E.. Betts, M. B.. Navy Yard, Mare 
Island, Calif.; Capt. R. J. Bartholomew, M. 
B., Navy Yard, Puget Sound, Wash.; First 
Lieut. R. McC. Pate, First Lieut. R. T. 
Presnell, First Lieut. J. T. Thornton and 
Second Lieut. C, C. Brown, all of Puget 
Sound, Wash. 

No changes were announced. 

No changes were announced. 

Capt. G. F. Adams, on April 8 detached 
M. B., N. T. S., Newport, R. I., to M. B., 
N. 8. B., New London, Conn. 

Capt. C. N. Muldrow, upon reporting of 
relief detached M. B., N. S. B., New London, 
Conn., to M. B., N. T. S., Newport, R. I. 

First Lieut. D. W. Davis, on March 
detached M. B., Parris Island, S. C., to De- 
partment of the Pacific, via the U. S. S. 
Nitro, sailing from Hampton Roads, Va., 
on or about April 9. 


following-named officers been 
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Board Will Inspect 
Military Schools of 
Third Army Area 


Two Officers to Recommend 
Colleges for Rating 
as “Distinguished” — 
for Training. 


Another board of inspection of mil- 
itary schools, comprising Maj. R. M. 
Danford, Field Artillery, and Maj. 
Charles H. Bonesteel, Infantry, shortly 
will begin inspections of military col- 
leges located in the Third Army Area 
to report upon progress of military 
training and recommend colleges for 
rating as “Distinguished Colleges,” the 
Department of War has just announced. 

The full text of the statement follows: 

A board of officers composed of Maj. 
R. M. Danford, Field Artillery, and Maj. 
Charles H. Bonesteel, Infantry, both of 
Washington, will soon begin inspection 
of military colleges located in the Third 
Army Area. 

List of Stations in Area. 

This area includes the States of Mis- 
souri, Kansas, Arkansas, lowa, Nebraska, 
Minnesota, North Dakota, South Dakota, 
Texas, Oklahoma, Colorado, New Mex- 
ico, Arizona, Washington, Oregon, Idaho, 
Montana, Wyoming, Utah, Nevada and 
California. 

The purpose of the inspection is to 
report upon progress of military train- 
ing in these colleges and recommend 
those which should be rated as “Dis- 
tinguished Colleges.” 

Itinerary of Board. 

Following the itinerary of the 
Board: 

A. and M. 
Station, Tex. 

Oklahoma 
water, Okla. 

University of Oklahoma, 
Okla. April 5-6. 

University of Arizona, Tuscon, Ariz, 
April 8-9. 

California Institute of Technology, 
Pasadena, Calif. April 11. wi 

University of California’ at Los An- 
geles, Calif. April 12-13. 

University of California, 
Calif. April 14-15. 

University of Oregon, Eugene, Ore. 
April 18-19. ‘ 

Oregon Agricultural College, Corval- 
lis, Ore. April 19-20-21. 

University of Washington, 
Wash. April 22-23-25. ~ 

University of Idaho, Moscow, Idaho. 
April 26-27. 

State College of Washington, Pullman, 
Wash. April 28-29. 

University of Utah, Salt Lake City, 
Utah. May 2-3. 

Colorado Agricultural 
Collins, Colo. May 4-5. 

Kansas State Agricultural College, 
Manhattan, Kans. May 6-7-9. 

University of Kansas, Lawrence, 
Kans. May 10-11. 

University of Missouri, Columbia, Mo. 
May 12-13. 

University of Nebraska, Lincoln, Nebr, 
May 14-16. 

Iowa State 
17-18, 

University 


is 


College of Texas, College 
March 29-April 1. 

A. and M. College, Still- 
April 4. 

Norman, 


Berkley, 


Seattle, 


College, Fort 


College, Ames, Iowa. May 


s of South Dakota, Vermil- 
lion, S. Dak. May 20-21. 

University of North Dakota, Grand’ 
Forks, N. Dak. May 23. 

University of Minnesota, Minneapolis. 
Minn. May 24-25-26, 

State University of Iowa, Iowa City; 
Iowa. May 27-28. 


Ten Candidates Named 
For Military Academy 


Ten candidates have been named for 
admission \to the Military Academy at 
West Point, the Department of War has 
Just announced. They are: 

Alabama, First District: James Austin 
Rumbley, Drewry; A. M. Pearson, alter- 
nate, Thomasville; Glover Brasfield, secs 
ond alternate, Demopolis. ; 

Illinois, Fifth District: Stephen Gron- 
ski, 2834 S. Millard Ave., Chicago. 

Kentucky, Senator Sacket: Bruce Me- 
Murtrey, second alternate, Summer 
Shade; Fifth District, Philip R. Ross, 
secon dalternate, 1889 Ivanhoe Court, 
Louisville. 

Louisiana, Fourth District: Thomas 
Tigner Conger, first alternate for two 
vacancies, 3001 Samford Ave., Shreve- 
port. 

Michigan, First District: John Alvin 
Croghan, first alternate, Y. M. C. A, 
corner Adams & Wetherill, Detroit. 

Mississippi, Eighth District: Cecil 
Preston Herrington, second alternate, 
Terry. 

Pennsylvania, Senator Reed: Earl Ed- 
ward Hewitt, Jr., second alternate, Dill- 
town. 
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Deduction 


Allowances 


Deduction Allowed 
Properties Acquired 


From Prior Estate 


Record Held to Establish 
Identity of Cash Received 
by Decedent From 
Father. 

W. G. Pretscu, Ex’r Est. Amy LAKE 

Pretscn, DECEASED, PETITIONER, V. 


COMMISSIONER OF INTERNAL REVENUE; 
Boarp or TAx APPEALS, No. 5424. 


This proceeding involves the question 


of the inclusion in the gross estate of | 
properties acquired from a prior estate | 
taxed within five years, from which a | 


deficiency of $2,170.54 in estate taxes 
levied under Revenue Act of 1921 was 
asserted. 

R. L. Foote, Esq., for petitioner; L. 
Mitchell, Esq., for respondent. 


C. 


| action in those cases. : 
| instant case holds that it has the right | 
| on account of changes in specifications 


The Board of Tax Appeals found the | 


following facts: 

1. The petitioner is a resident of 
Cook County, Ill., and was duly ap- 
pointed executor of the will of Amy 
Lake Pietsch, November 1, 1923. 

2. Amy Lake Pietsch, who died Sep- 
tember 17, 1923, was a daughter and 
one of the legatees under the last will 
of R. C. Lake, who died July 10, 1919, 
and on whose estate an estate tax was 
paid. 

8. In the distribution of the assets 
of the estate of R. C. Lake, the decedent 
received as her share, among other prop- 
erties, the following securities on the 
following dates: 57 shares Continental 
and Commercial National Bank in No- 
vember, 1919; 250 shares Goodrich Com- 
pany Prd. in November, 1919; 800 shares 
Goodrich Company, Com. in February, 
1920. 

4. The decedent sold, through John 
Burnham & Company, brokers, of the 
securities received by her as set forth 
in paragraph three above, 57 shares of 
Continental and Commercial National 
Bank, as follows: 

January 20, 1920, five shares at 318, 
$1,590; January 20, 1920, 50 shares at 
319, $15,950; January 29, 1920, one 
share at $319; January 31, 1920, one 
share at $321; total, $18,180. 

This amount was left with the said 
brokers for the purchase of other se- 
curities, and on January 30, 1920, the 


decedent purchased 30 shares of East- | 


man Kodak for the sum of $18,180. The 
commissions on, and the cost of the 
sales, in the amount of $58.14, were paid 
by the decedent by check on February 
5, 1920, and the account with the said 
brokers was closed. At the time of her 
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Action Against Government for Damages Dismissed 
Stipulation for Withdrawal of Suit 


On Grounds of 


Waivure of Claim 
Provided in Contract 


Court of Claims Passes on Case 
Involving Losses in Mak- 
ing Gun Carriages. 


POOLE ENGINEERING AND MACHINE COM- 


PANY V. THE UNITED STATES; COURT | 


or CLaims, No, A-331. 

In a previous litigation of the same 
claim the plaintiff in this case tiled a 
motion to defer action until decision by 
the Supreme Court of similar cases pend- 
ing, and asserted that a motion to dis- 


miss would be made upon unfavorable 
The court in the 


to rely on such stipulated conditions. 

Judge Moss delivered the opinion of 
the court as follows: 

On January 1917, the plaintiff, 
Poole Engineering and Machine Com- 
pany, entered into a contract with the 
United States Government for the 
manufacture for the use of the Ord- 
nance Department of nine 12-inch bar- 
bette gun carriages in accordance with 
certain plans and specifications, at the 
price of $49,000 each to be delivered, 
the first carriage on or before January 
3, 1918, and all of the nine carriages 
on or before July 3, 1918. Said con- 


9 
os 


tract provided that the steel castings | 


construction of the 
by the 


for the 
would be furnished 


necessary 
carriages 


Ordnance Department beginning on or | 
before April 8, 1917, and to be com- 
| ages 


pleted on or before October 3, 1917. 


Government Derelict 


In Furnishing Castings 

The Government failed to furnish the 
castings for the first carriage by April 
8. 1917, and also failed to furnish the 
castings required for all the carriages 
by October 3, 1917. Castings for the 
first carriage were not delivered until 
November 6, 1917, and the last of the 


castings for the whole number were not | 


delivered until June 17, 1919, more than 


|a year after the entire work was to 


have been completed. 


It is alleged that the rates of wages | 
first | 
half of 1918 were substantially lower | 


prevailing during 1917 and the 


| than they were in the last half of 1918 
| and the first half of 1919, for the same 


| partment in furnishing the steel cast- | 


decrease, Amy Lake Pietsch owned East- | 
man Kodak stock of the total value of | 


$61,425, of which the $18,180, above de- 
scribed was a part. 
5. She had acquired from sources other 


than the estate of her father not less 


than 530 shares of Goodrich preferred, 
and not less than 87 shares of Goodrich 
common stock. On or about March 17, 
1921, she placed in the hands of Noyes 
& Jackson, stock brokers, 780 shares of 
Goodrich preferred and 887 shares of 
Goodrich common:stock. On March 18 
and 21, 500 shares of Goodrich pre- 
ferred, and 800 shares of Goodrich com- 
" mon stock were sold by the brokers for 
$69,112.99. On March 21 to 24, inclu- 
sive, the brokers purchased for her ac- 
count 200 shares of Allis Chalmers pre- 


ferred, and 200 shares of Corn Products, | 


and on March 31 and April 1 the same 
brokers purchased 200 more shares of 
Allis Chalmers preferred, and 200 shares 


of Corn Products, and on March 31 and | 


April 1 the same brokers purchased 200 
more shares of Allis Chalmers preferred, 
and 200 more shares of Corn Products; 
the total cost of stock so purchased, 
including commissions and other charges, 
aggregated $69,112.91. 


All of the shares of stock so purchased + 


by these brokers were delivered to the 
said Amy Pietsch on or before April 7, 
1921. 
preferred thus acquired were a part of 


Lake Pietsch at the time of her death. 

6. From March 17, 1921, until July 
1923. the decedent’s account with 
Noyes & Jackson, brokers, was kept 
open and the said brokers’ statement to 
the decedent shows the purchase and 
sale of numerous securities and the final 
balance figures of $214,188.65. 

7. The decedent had received gifts 
from her father during his lifetime, and 
at the time of his death possessed an 
individual estate consisting mostly of 
securities and a bank account. It had 
always been her practice to keep her 
capital invested, and upon the sale or 
maturity of any securities theemoney re- 
ceived was deposited to her bank ac- 
count and later reinvested. except as to 
the transactions made through John 
Burnham & Company and Noyes & Jack- 
son, brokers. In the transactions made 
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through Noyes & Jackson, many securi- ; 


ties were brought by the brokers, deliv- 
ered to the decedent and later redeliv- 
ered to the said brokrs by her and sold, 
and with the proceeds therefrom other 
securities were purchased. In several 
instances the brokers made out checks 
to the decedent for the balance of cash 
from the sale of certain securities, not 
used in the purchase of other securities. 
Those checks were deposited in her bank 
account. The decedent had always c¢- 
posited to the same bank account in- 


investments, from which she withdrew 
from time to time for personal expenses. 

8. In the distribution of the estate of 
her father, R. C. Lake, Amy Pietsch re- 
ceived $48,000, which she invested in se- 
eurities. The dates of the receipt of 
eash, and the dates and names of the se- 
curities purchased, are as follows: 

Apr. 4, 1921, $16,000; Apr. 27, 50 So. 
Pac. $4,500; May 10, 25 Fam. Players, 
$2,000; May 15, 10 E. Kodak, $770; June 


fh, 50 Fam. Players, $4,768.75; Sept. 8, 3 ; 


West. Va. Water Co. (bonds), $3,000; 


character of labor. 
but for the delay by the Ordnance De- 


ings it could and would have completed 
| Question of Damages 


Sept. 18, $6,000; Sept. 28, 18 Amb. Tob., 


$2,889; Sept. 28, 28 A. T. & San Fe, §2.- | 


27, 


940; Nov. $2,000; Dec. 4, 48 Conway 
Co., $4,080; Mar. 16, 1923, 


50 Union Pac., $6,747.50; May 31, 


en., $5,137.50; July 12, 50 N. Y. Cen., 


$4,856.75; July 12, 50 A. T. & San Fe, | 


| $4,943.75; July 12, 20 Pullman Co., $2,- 
| 295; $47,447 of the $48,000 received in 
| cash from her father’s estate went into 


| stituted a part: of 


The 400 shares of Allis Chalmers | 
} tax. 
the securities owned by the said Amy | 


| lowed 


| in 


securities which con- 
the estate of Amy 
of her death. 


the above-named 


Pietsch at the time 
The full text 


follows: 


of 


Trussell: In accordance with the rea- ; 


soning of the Board in the Appeal of 
Elmer E. Rodenbough, 1 B. T. A. 477, 
we are of the opinion that the record 


sufficiently establishes the identity of | 


the stock of Eastman Kodak purchased 
for the sum of $18,180, as an exchange 
of the stock of the Continental and 
Commercial National Bank received 
from a prior taxed estate within the 
meaning of section 405 (a) (2), Rev- 
enue Act of 1921, and should be de- 
ducted from the gross estate of Amy 
Pietsch in ascertaining the value of her 
estate for the purposes of the estate 


The stock sales and purchases made 
through Noyes & Jackson, brokers, pre- 
sent an entirely different situation. The 
record does not establish whether the 
250 shares of Goodrich preferred re- 


| ceived by Amy Pietsch from her father’s 


estate were sold prior to the time of 
the purchase of the Allis Chalmers pre- 
ferred. 
establish that the 800 shar — of Good- 
rich common received from the 
of R. C. Lake were sold, it does not 
establish whether the sum received from 


estate 


| such sale went into the Allies Chalmers 
| stock or into the Corn 
| We are, therefore, of the opinion that 


Products stock. 


the identity of the Allis Chalmers stock 
as acquired in exchange for securities 
received from a prior taxed estate 
not established and can not now be al- 
as a deduction from the 
estate of Amy Pietsch. 

With respect to the $48,000 of cash re- 
ceived, the respondent, in his answer and 


PToss 
er 


| at the trial, undertook to show by cross- 


examination of petitioner’s witnesses 
that the securities claimed to have been 
purchased with this cash were not suf- 


ficiently identified with the cash to per- | 
mit their deduction from the gross estate | 


of Amy Pietsch. Cross-examination, 
however, was successful only in develop- 


| ing the facts which are shown in para- 
| graph 8 of the findings of fact herein- 
| above. 
terest and dividends received from her | 
| the identity of the cash acquired from a 
| prior taxed estate and the securities pur- | 


We are, therefgre, of the opin- 
ion that the record clearly establishes 


chased and remaining in the estate of 
Amy Pietsch, and we are, therefore, of 
the opinion that the deduction of $47,447 
should be allowed as set forth in 
original deficiency letter. 
The deficiency may be 
accordance with the foregoing find- 
ings and opinion on 15 days’ notice. pur- 
suant to Rule 50, and judgment will be 
entered in due course, 
March 22, 1927, 


| of 


Plaintiff avers that | 


$8,000; May | 


8,000; June 4, $8,000; June 15, 50 N. Y. | 


the Board’s opinion | 


And, although the record does | 


the | 
! charges are involved the contractor shall ; 
redetermined | 


the contract within the specified time 
and under the lower rates of wages, 
and that by reason of said delay it has 
been damaged in the sum of $150,000. 

It is also alleged by plaintiff that it 
was required to maintain its organiza- 
tion for the performance of its con- 
tract, and that the overhead expenses 
chargeable to this work after July 3, 
1918, together with the proper share 
administrative expenses, likewise 
chargeable to defendant’s delay, 
amounted to the sum of $75,000. 


two items, $225,000. 

On May 6, 1919, which was a few 
weeks before the completion of the 
work under the contract, plaintiff wrote 
a letter to the Chief of the Ordnance De- 
partment, calling attention to delays oc- 
casioned by the failure of the Govern- 
ment in furnishing the castings and also 


these 


provided for in the contract. In this 
the matter of liquidated damages which 
might be claimed by 
under the terms of the contract. 


It is further stated, ‘We simply want 


to go on record at this time that we | bu 
| stitute a basis for action against the 


intend to ask the Government to reim- 


burse us up to our fair cost, otherwise | 
we feel that we would be done a great 


injustice. We have all the facts and 
data in connection with this contract, 
and would be pleased to have you ad- 
vise us how to proceed.” 


as this record discloses, the question 
of damages was never again mentioned 
by plaintiff. On receipt of the letter the 


was taken up for consideration, 
and after an investigation by repre- 
sentatives of the Government it was de- 
termined that the Ordnance Depart- 


tiff’s delay, and the amount which had 
been retained from time to time as 


liquidated damages was paid to plaintiff. | 


The final payment cf the contract 


price, on the delivery of the last gun | 


carriage, was made on July 10, 1919. 
Various other items constituting a claim 


for the éxtra cost of changes authorized | 


by the contract and involving a sub- 
stantial sum were paid at different 
periods, each being the subject of more 
or less correspondence, but at no time 
during the discussion and 
gest that he would claim damages 
against the Government. 

Obviously, there was no thought dur- 


ing the progress of the work of any / : x 
| Same day presented a motion to defer | thereafter for the three-year term could 


claim for damages. 


Deferred by Plaintiff 


The vice president ‘of the company, 
Dudley Shoemaker, testified on cross- 
examination that the question of dam- 
ages was first considered “when we 


closed our books and the comptroller | 


of the company showed us how much 
our cost exceeded our estimates. 


May 6, 1919. 

Plaintiff’s damages, if any, grew out 
of the contract. It was a part of plain- 
tiff’s claim on account of work per- 
formed under the contract. Piaintiff 
should have definitely asserted its claim 
at or before the final payment. 


The letter of May 6, 1919, is not the | 


It is ; upon the stipulated conditions contained 


| ‘therein. 


assertion of a claim for damages. 
nothing more nor less than the declara- 
tion of an intention to request a reim- 
bursement of its loss on account of in- 
creased cost of labor and 
Plaintiff’s conduct thereafter was such 


as to justify the assumption that even | 


if plaintiff in good faith intended on 
May 6, 1919, to claim damages that 
intention had been. abandoned. 

In the light of the statement of the 


vice president that the first thought of | 


a claim for damages was when the books 
were closed, there can be little doubt as 
to the correctness of this assumption. 

Plaintiff’s course throughout the whole 
transaction, as will presently be more 
fully shown, is clearly indicative of a 
feeling of uncertainty as to whether 
or not it had a valid and enforceable 
cause of action against the Government. 

The evidence to the amount of 
damages herein is unsatisfactory. Wit- 
nesses endeavored to give an estimate 
us to the proportion of the increased 
cost of labor and cost of overhead ex- 
penses properly chargeable to plaintiff’s 
contract. 


as 


on hand seve cal other contracts with the 
Government, one of which involved the 


construction of two additional gun car- | 


riages of precisely the same type and 
class as those constructed under the 
first contract. It had ten times more 
work than it could handle, according 
to the testimony of one of plaintiff’s 
witnesses. The difficulty of distributing 
increased cost of operation to any par- 
ticular contract is at once apparent. 


Considering all the evidence we are | 


inclined to agree with the witness, who 
with the advantage of a previous un- 
successful experiment declared that it 


was impossible of accomplishment. There | 
was not appreciable loss of time on ac- | 
| count of delays in the delivery of the 
| castings. 


The labor employed on the 
gun-carriage contract was merely shifted 
to other work during any delay period. 
The contract involved herein contains 
another provision which is determinative 
of the case. It is as follows: 
“In making settlements in which such 


receive credit for all delays which the 
contracting officer or his successor may 
determine to have been due to action 
of the United States and for such other 
delays as the same authority may de- 
gide to have been due to such unavoid- 


This | 
| suit is for the recovery of the sum of | 


| delays 
letter particular reference is made to | 


_ | notice. 
It is interesting to note that, so far | 


| by leave of court 


settlement | 


Cer- | 
tainly the books were not closed on this | 


ace i after the letter of | 
account until long a : | offers through counsel an “explanation 


| and apology for what might outherwise 


overhead. | 


| Co. case, 270 U. S. 
’ ed 4nd Trust Co., 
During this same period plaintiff had | 





Evidences as to Costs 
Found Unsatisfactory 


Division of Expenses of Opera- 
tion to Particular Job Is 
Shown Impracticable. 


able causes, including fires, unreason- 
ably severe storms, and labor strikes in 
the works of the 
curred before the date upon which final 


contractor, as oc- 


| delivery is due under the provisions of 
| Article I, 


or before the expiration of 
the time thereafter for which credit is 


| allowed under this article; and the date 
| of the final delivery shall be considered 


for the purpose of settlement as the 
date of actual final delivery Jess the 
for which credit has been al- 


| 
| 
| 
| 
| 


lowed under this article; and the date | 


| of the final delivery shall be considered 
the Goyernment | 


for the purpose of settlement as the | 


| date of actual final delivery less the de- 


lays for which credit has been allowed; 


but none of the above causes shall con- | 


United States for damages.” 


Provision in Contract 
Against Claim of Damages 

The history of this litigation deserves 
The original petition in this 
case was filed December 7, 1921. To 
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Customs. Rulings 


Index and Digest 
Of Tax Decisions and Rulings 


YLLABI are printed so that they can be cut out and pasted on Standard 


Library-Index and File Cards, approximately 3 by 5 


inches, usually em- 


ployed in libraries and filed for reference. 


DISTRAINT: Injunction: R. S. 3224.—Under R. 8S. 3224, injunction will not 


lie to restrain collection by distraint of a Federal tax. 


Reinecke, 3 F. (2d) 583, followed.) 


(Peacock v. 


T. D. 3989, based on Reinecke v: Jennings 


(Circuit Court of Appeals, 7th Circuit.)—Index I, Page 4134. 


IVIDENDS: Distribution of Profits Informal.—Where petitioner and his 

children “helped themselves” to earnings of corporation they .owned, 
though there was no declaration of dividends, and recipients of such earnings 
gave notes therefor which were charged off as worthless; held: There was 
distribution of profits which should be treated as dividends taxable as income 
to petitioner.—Hunt, R., Sr. v. Com’r (Board of Tax Appeals.) 


ESTATE TAX: Gross Estate: Acquired from prior Estate.—Certain property 
held as included in properties acquired from prior estate and taxed within 


five years.—Pietsch v. 
Col. 1. 


Lease Found Valid 


! 
| 


Despite Limitation | 


Defendant Had Right to Hold 
Rights Until Partition by 
Plaintiff. 


{ 


| 


| 

W. L. WHITE AND MILLIE WHITE, PLAIN- | 
TIFFS, V. ROXANA PETROLEUM CORPORA- | 
TION; DistricT Court, SOUTHERN DiIs- | 


| until 


this petition defendant interposed a de- | 


murrer, which was sustained by the 


~ oe | court in an opinion by Chief Justice 
question of a waiver of liquidated dam- 


Campbell, in which the questions in is- | 


sue were thoroughly considered. (57 


| C. Cls. 232.) 


After discussing the, contract in- 


4A) m } volved herein as to certain aspects of 
ment had. been responsible for plain- | 


the case the court said, “but it also pro- 
vides that ‘none of the above causes 


the United States for damages.’ 


TRICT OF TEXAS, Equity No. 175. 

The lease in this case was construed 
to give defendant the privilege to hold 
partition, but inasmuch as ‘the 
plaintiff had the absolute right to parti- 


Com’r (Board of Tax Appeals.)—Index II, Page 262, 


Duty at 55 Per Cent 


Is Affirmed on Rugs | 


Protest at Tariff on Oriental 
Products Overruled by 
Customs Court. 

New York, March 26.—In a ruling 
just handed down, denying relief to 
Topalian Brothers, Muracharian Brcth- 


| ers, A. D. 'sbetcherian, A. Chimcherian 


tion the court held that the lease was | 
| valorem under paragraph 1116, act of 


not for that reason invalid. 
The full text of the opinion of Judge 

J. C. Hutcheson, Jy., follows: 
Plaintiffs’ case is pitched .on 


| grounds: First, that the contract of lease 
as a matter of law was void for want’*} 


| of 


| shall constitute a basis for action against | 
If | 


there was otherwise a cause of action | 


on account of alleged delays, this stipu- 
lation is sufficient to defeat it.” 


Thereafter on motion 


plaintiff filed 
Demurrer to 


an 


amended the 


petition. 


| amended petition was overruled without 
the | 


‘ : : ca | case ~vas referred to a Commissioner for 
of these various items did plaintiff sug- | 


prejudice. Evidence was taken, 
findings of fact, and the report of the 
Commissioner was filed April 26, 1926. 

Plaintiff filed certain exceptioris to 


the Commissioner’s report, and on the 


| further action in the prosecution of the 


case. This motion, which was granted, 
was predicated upon the memorandum 
signed by plaintiff’s attorneys. 

The Supreme Court denied the writs 


tiff’s motion. No motion was made by 
plaintiff to dismiss, nor did counsel for 
the Government move for dismissal on 
account of plaintiff’s stipulation, and 
the case was allowed to proceed. 


In its supplemental brief 


appear an anomalous situation,’ the 


mutuality, in that it contained a 


two | 


provision authorizing the defendant to | 
hold the lease indefinitely until parti- | 


tion was accomplished. 

I think this ground untenable for two 
reasons: 

First, the construction of the lease is 


| that it was a lease upon consideration 
of $5,000 for three years, subject to the | 


for new trial | 
| the order of dismissal was set aside and | 
| that for 


inserted 
lease 


qualifying clauses later 
one year the 


| held without any drilling; (2) that after 

one year and for the space of three | 
years the lease could be held upon the | 
following conditions: that drilling should | 


| 90 days after 


| in the three cases referred to in plain- | 


plaintiff | 


start within 90 days from the expiration 


and H. Aprohanian, the United States 
Customs Court held that certain Oriental 


carpets or rugs, or carpets or rugs pro- | 


duced on hand looms, were propefly as- 
sessed with duty at 55 per cent ad 


1922. 

In protesting against this classifica- 
tion, t’\e importers contended for duty at 
only 30 per cent ad valorem. under para- 
graph 1117 of the same act, which con- 
tention was overruled in an opinion by 
Judge Brown, who wrote in conclusion as 
follows: 

“At the trial of these cases the pro- 


, tests were submitted without the intro- 


duction of any evidence in support of | ; ‘ 
y pp manner, we have from time to time al- 


| the claims made and on the facts dis- 


(1) | 
could be ! 


of the first year, if partition had been | 


accomplished before that time, or within 
partition accomplished 


after the end of the first year, and 


be held by drilling every 90 days or the 


payment of the rental provided. 

Such a provision is definite and clear, 
and not wanting in any respect in mutu- 
ality. 

However, if it should be construed that 
it gave the defendant a right to hold 
the lease until partition not only for 
the three years’ fixed term but indefi- 
nitely, this would not invalidate the 
lease, because plaintiffs, and not the de- 
fendant had the absolute right to par- 


| tition, and it was in plaintiffs’ power 


suggestion that plaintiff itself “is un- | 


| willing to abide the then judgment of |! 
| its counsel, and insists that the case pro- 
; ceed to trial on the merits.” 


In granting a motion of this char- 


acter the court has the right to rely 


Plaintiff’s motion contained 


to put the drilling obligations in force 
whenever he desired. 

On the first ground, that the lease is 
invalid on its face, I hold against the 
plaintiffs. 

Verbal Agreement Claimed. 

The second ground asserted is: that 

there was a subsequent verbal agree- 


| ment changing the contract so as to 


the declaration that plaintiff “could have , 
no hope of favorable action by this | 


court as long as this court’s interpreta- 


be denied. 


It is fair to assume that in granting 
the motion the court was influenced by 
the express avowal of plaintiff's pur- 
pose to dismiss its action in the event 
the writs of certiorari should be denied, 
as offering the opportunity for a speedy 
disposition of the case. 

The argument of plaintiff’s counsel 
on the question of the applicability of 
the decisions mentioned in said motion 
is not convincing. 
tains the same view now as was ex- 
pressed in the opinion of the Chief Jus- 
tice in sustaining the demurrer to the 
petition. 


40 C. Cls. 


case, 


| tion of the Supreme Court’s decision in | 
the H. E. Crook Co. case prevails,” and | 
| further declared its purpose to move for 
a dismissal in the event the writs should | 


require that defendant either drill at the 
expiration of one year or: pay rental 
without the necessity of first having 
the land partitioned. 

Defendant meets this contention both 


closed upon the official record the de- 


cision of the collector is affirmed in each { : 
| has given 


case. Judgment is rendered in favor of 
thé Government, overuling the protests 
in all respects.” 

(Protests 189907-G-41075-26, etc.) 


Judgement Awarded 


Requirement for Definite Stipu- 
lation Met After Case Was 
Remanded. 


AIR NITRATES Corp. v. UNITED STATES; 

CourT oF CLAIMS, No. D-889. 

The Court of Claims decided in this 
case, as a conclusion of law, that the 
plaintiff is entitled to recover $411,- 
386.49, composed of the items, “unpaid 
construction fee, $355,788.39; unpaid op- 
eration fec, $8,554; refundable expenses, 
$47,044.10,” growing out of a contract 
made August 14, 1918, between agents 


| of the parties, wherein the plaintiff was 


appointed and agreed to act as sole and 
exclusive agent of the defendant for the 
following purposes: 


ammonium nitrate plants as follows: 
(1) A plant at Muscle Shoals, Alabama, 


having an approximate capacity of 110,- | 


000 short tons of ammonium nitrate per 


' annum; (2) a plant at Toledo, Ohio, and 
| one at Cincinnati, Ohio, each having an 


on the facts and as a matter of law, | 


| that such an agreement would be within | 
| the statute 


of frauds. 
Whether it would be invalid in law if 
proven is not necessary for me to de- 


| cide, for. I find that no such agreement 
| was in fact made. 


This court enter- | 


Finding against the plaintiff on his 
two grounds, I hold that the case 
without equity, and that the action should 
be dismissed. 

March 17, 


is 


1927. 


Football Nets Given 
Duty of 30 Per Cent 


| Importers’ Protest Is Partially 
The case is controlled’ by the Crook | 


4; Mexchants’ Loan | 
SECS | 


Wells Bros. Co. case, 254 U. S. 83; Chas. | 


F. Wood et al. case, 
other cases. 


258 U. S. 120, and 


It is the judgment of the court that ' 
plaintiff’s petition and amended petition | 


| should be and the same are hereby dis- 


missed, 

Judge Graham, 
Booth, and Chief 
concur. 

March 7, 1927, 


Judge Hay, 
Justice 


Judge 
Campbell, 


In Duty on Glass Strips 


New York, March 26.—The United | than cotton, not specially provided for, 


States Customs Court, in a decision just 
handed down, overruling protests filed 
by Bernard Judae & Co., affirms the 
collector’s assessment of duty at the rate 
of 50 per cent ad valorem under para- 
graph 250, tariff act of 1922, on certain 
merchandise consisting of strips or 
plates of glass used in the construction 
of steam-gauge protectors. Claim made 


| by the protestant for duty at but 35 per 


cent ad valorem under the provisions of 
paragraph 226 of the said act, is there 
fore denied. 

(Protests 4679-G-32749-23 and 37009- 
(;-19233-24.) 


Upheld by Decision of 
Customs Court. 


New York, March 26.—Certain mer- 
chandise, described by the appraiser as 
nets composed of vegetable fiber, to be 
attached to the posts for use in 
game of soccer football, should have 


been assessed for duty at 30 per cent | 


ad valorem under the provision of para- 
graph 1402, act of 1922, for equip- 
ment ordinarily used in conjunction 
with games in which balls are used, the 
United States Customs Court has just 


ruled, in a decision argued in the name 


| of R. F. Downing & Co. 


According to the record in this case, 


the collector levied duty thereon under | 


paragraph 1021 of the 1922 act, as 
manufactures of vegetable fiber other 


at the rate of 40 per cent ad valorem. 
An additional duty of 10 per cent ad 
valorem was also imposed, this duty 
being assessed for failure on the part 
of the importer to mark the merchan- 
dise in accordance with section 204a of 
the said act. 

Judge Weller sustains the importer’s 


| protest only in so far as it claims the 
{ nets to be dutiable at 30 rather than 


10 per centad valorem, overruling that 
part claiming the 10 per cent cxtra 


the | 


approximate capacity of 55,000 short 
tons of ammonium nitrate per annum. 
Contract Regulated Work. 
(b) To carry out the terms and con- 


| ditions of the contract marked Exhibit 


| “A,” and in so doing to maintain such 


| cal, 


departments, including engineering, ad- 
ministrative, purchasing, 
manufacturing, inspection, labor rela- 
tion, workmen’s compensation, statisti- 
commissary, police, fire, 
housing, accounting and legal, as might 
be necessary for such purpose. 


| tinue the operation thereof up to June 1, 


1921 (or as long thereafter as the war 


| continued), when and as any part or 





parts of said plants, or any of them, 
was sufficiently completed and ready for 
operation, and to do all things necessary 
or proper in and about the operation of 
said plants, including the employment of 
all necessary labor and power and the 
purchase of all necessary materials. 
the Attorney General, 
way, and D. E. Rorer, for defendant. 
Definite Stipulation Made. 
The full text of the Court’s opinion 
follows: 


Per curiam: This case was submitted | 
to | 


facts” and was remanded for a definite | 0UY attitude. 


originally upon a “stipulation as 


stipulation if one was desired. The case 


is again submitted upon a stipulation | 
signed by the Attorney General and at- | 
; one part of his Country to another un- 


torneys for the plaintiff. In this second 


stipulation the parties agree upon an | 


item that was indefinite in the first stip- 
ulation. 
seek to stipulate the amounts, that the 


agreement should be definite as to these | 
The present stipulation meets } 


amounts. 
this condition. 

No counterclaim has been filed, and 
upon inquiry at the time of submission 


; the attorncy for the Ggvernment stated 


duty on account of improper marking, | 


to be erroneous, 
(Protest 174131-G-13 


722-26.) 


; Company 


that it interposed r ‘defense. 
Judgment is therefore awarded in ac- 
cordance with the stipulation. 


Embossed Cardboard Held 
Dutiable at 30 Per Cent | 


New York, March 26,--Embossed 
cardboard, imported by the J. G. Piager ! 
and taxed for duty by the | 
collector at the port of New York at ! 


| dinary sense of: that 


| the same time we have 
| our point of view felt toward them the 


| from time to time 





| existence 


Against Government 


| ties to be in the Indians. 
| line to establish the respective territory 
| of the United States and of Great Brit- 


/ made no division of their Country. 
| Jay Treaty of 1794 recognized this fact 
| in the provision that the Indians resid- 
(a) To design, construct and operate | 


construction, | 





| The 


medical, | 
| relator 


ea | United States does not turn upon any 
(c) To operate such plants and to con- | 


| seems to us, is a negative one. 
the 


It is desirable, where parties | 
' intention so to do appears. 
| 


Duties 


Appraisals 


Indians Not Included 
Under Regulations 
Of Immigration Laws 


District Court Rules They 
Are Privileged to Cross 
Canadian Border 


at Will. 


UNITED STATES OF AMERICA EX REL. PAUL 
D1aBo v. JOHN B. McCANDLEss; Dis- 
TRICT COURT FOR THE EASTERN DISTRICT 
oF PENNSYLVANIA: HABEAS CorPUS. 
Indians are not included among the 

members of alien nations whose admis- 
sion to our Ceuntry is controlled and 
regulated by existing Immigration Laws 
the court holds in this case, hearing 
on petition, return and proofs. 

The full text of the opinion of Judge 
Dickinson follows: 

The question to be ruled is one of law 
and turns upon the rights of those 
known to us as American Indians. 

Finding: The conclusion we have 
reached is that the relator has the right 
to be discharged from custody upon giv- 
ing the bond herein required of him. 

Recognized as Nation. 

Discussion: We may be taking a too 
broad view of the question raised and 
because of this an inadequate one. The 
cause presents to us however a different 
question from that discussed. The 


| Indians have always been recognized by’ 


us as a Nation and as a race independent 
of our Governmental control in the or- 
phrase. In this 
sense they are an alien people, but at 
likewise from 


relation of wardship. Territorially as a 
Nation they have always been an im- 
perium in imperio, although we have 
negotiated treaties 
with them for the surrender to us of the 
exclusive occupancy of described parts 
of what they claimed to be their terri- 
tory but which was otherwise always 
regarded by us as our territory. In like 


lotted territory to them and protected 
them in its occupancy. This practice 
us that word reservations, 
Divisions of the Indian race into Nations 


; and Tribes have always been recognized, 


This had more than a merely eth- 
nological significance. Maps and other 
publications of official authority are in 
showing the territorial dis- 
tribution of the Indians and Tribal divi- 
sions and land occupancy. 

Right to Cross at Will. 

The areas indicated could never be 
more than approximate as the sites of 
the habtiats of the different tribes were 
ever in a state of shift. At the time 
the boundary line between the Unitec 


was fixed and located by agreement 
with Great Britain, the line was run in 
large part through what may be termed 


| Indian Territory in the sense of lands, 


the right of occupancy of which was 
recognized by both the contracting par- 
The boundary 


ain was clearly not intended to and just 
as clearly did not affect the Indians. It 
The 


ing on either side of the line which as 
between the United States and Great 
Britain was established as a boundary 
line should be unaffected in their right 
to pass this line at will. It has beer 
argued to us pro and con that this 
Treaty was abrogated by the “Var of 
1812. We do not see that the rights of 
the Indians are in any way affected by 
the Treaty whether now existent or not. 
The reference to them was merely the 
recognition of their right which was 
wholly unaffected by the Treaty except 
that the contracting parties agreed with 
each other that each would recognize it, 
right of the Indians remained 
whether the agreement continued or was 
ended. ‘The question of the right of the 
to enter the territory of the 


Treaty with Great Britain, although of 
course, if we have an agreement to } -r- 


; mit him to enter, we will make good our 


promise, unless it has been duly w- 
voked, 
Crosses No Boundary Line. 
The turning point of the ‘cause is thus 


| to be sought in the answer to the ques- 


tion of whether the Indians are included 


; among the members of the alien nations 


H. H. Shelton and C. E. Hughes, for | whose admission to our Country is con- 


| plaintiff; 
| sistant Attorney General H. J. Gallo- 


Ae. | trolled and regulated by the existing 


The it 
From 
Indian viewpoint he crosses no 
boundary line. For him this does not 
exist. This fact the United States has 
always recognized, and there is nothing 
in this legislation to work a change in 
This does not mean that 
the United States could not exclude him 
but it does mean that the United States 
having recognized his right to go from 


Immigration Laws. answer, 


obstructed by a boundary line, which as 
to him does not exist, will not be taken 
to have denied this right unless the clear 
We do not 
find such denial in any of the cited ex- 
clusion Acts of Congress. 

To afford the opportunity for appel- 
late review, upon the relator giving bond 
to abide by any order made by the 
Court upon appeal duly taken, he is dis- 
charged from custody. 

March 18, 1927. 

5 cents per pound and 20 per cent ad 
valorem under paragraph 1305, 1922 
tariff act, as embossed surface-coated 


; paper, is held by the United States Cus- 


toms Court to be more properly dutiable 
at only 30 per cent ad valorem under 
paragraph 1313 of the act, as claimed 
in the importer’s protest. 

(Protest 59898-G-6591-23.) 


* 


~ 


“y 


| States and the now Dominion of Canada 















: 
4 Dieselized 
Ships. 
Suecess of Program 
To Dieselize Vessels 






Six Steel Cargo Ships Re- 
ported to Be Now 


Efficient 


Operation. 


in 


[Continued From Page 1.3 

it is only since the close of the war 

that they have been given extensive 

use on big ocean-going vessels. At the 

present time these engines are at a 

comparatively high state of perfection 

and their adoption as a means of pro- 
pulsion by many foreign shipping lines 
has greatly advanced the standards of 
cargo ships. In some cases, also, Diesel 
propulsion is being used for passenger 
ships. Vessels of this character are be- 
ing designed to go at 20 or 22 knots 
an hour. 
American participation in Diesel en- 
_ gine and motorship construction has been 
limited by the same forces which have 
limited the construction in American 
yards of ocean-going vessels of all types. 
To build ships in the United States for 
operation in foreign trade costs from 
25 to 30 per cent more than such con- 
struction does abroad, because of higher 
material and labor costs. 

The same higher costs affect the cost 
of operation under the American flag, 
and, in addition, the cost of insurance 
is greater in the United States. What 
has been accomplished, therefore, has 
been through the Dieselization program 
of the Government. Under it the Ship- 
ping Board is authorized by Congress to 
spend amounts totalling not more than 
$25,000,000 on the conversion of steam- 
ers built during war time to motorships. 

The first selection of vessels contem- 
plated the conversion of 14 ships. Two 
of these were dropped from the list, 
so that 12 will be completed. Half this 
number are already in service and the 
rest are well along the way. When all 
are completed the expenditure from the 
special fund will be in the neighborhood 
of $8,000,000 to $10,000,000, leaving up- 
wards of $15,000,000 yet available for 
modernizing American tonnage. 

Six Vessels Now Converted. 

The vessels which have been converted 
to motorships are the “Tampa,” “Unicoi,” 
“West Honaker,” “West Cusseta,” “Saw- 
okla” and “Crown City.” All have been 
given rigid sea trials and proved them- 
selves satisfactory for heavy duty. In 
the case of nearly all but the “West 
Cusseta,” the maiden voyages of the 
vessels as motorships have been over 
short routes, such as the Trans-Atlantic 
run. 

The “West Cusseta,” however, was put 
directly on the Atlantic-Australian serv- 
ice and completed her first voyage from 
New York to Sydney in 86 days with- 
out mishap and without any cost for re- 
pairs. Eventually, all six of the ships 
will be placed in the Far Eastern serv- 
ices and it is planned to put other 
Dieselized boats in the long-voyage serv- 
ices as soon as conversion is accom- 
plished. The maiden voyage of the 


¢ 


0’ 





return. 


vantages gained by the Dieselization of 
ships is greater speed. 
greater importance is the lower operat- 
ing cost of motorships as compared with 
steamers. 
Diesel engine for the steam engine, the 
firemen necessary in steam operation are 
eliminated. Operation of the Diesel en- 
gine is regarded as a highly skilled oc- 
cupation and a premium wage is paid 
engineers who successfully pass the 
tests perquisite to securing this type of 
employment. -° 

Another big item of economy is the 
saving effected on fuel. The Diesel en- 
gine operates on about one-third of the 
amount of fuel required by the oil-burn- 
ing steam engine. This does not exactly 
reflect the difference in cost of operation 






here fuel for these engines costs about 
40 or 45 per cent more than fuel for 
steam engines does. 






radius almost equal to the circumference 
of the world, so it is possible that oil 
enough for a round-trip for the New 
York-Far Eastern run could be bought 
wherever the oil is cheapest. 

“Tampa” First To Be Launched. 

The “Tampa,” which was the first to 
be launched as a motorship, was given 













for Bremen. Germany. She completed 
the round-voyage at New York with a 
miscellaneous cargo. During the voy- 
age, a careful check on revenues and 
operating costs was kept, and it was 





in favor of the motorship had been ef- 
fected as compared with average voy- 
ages of steamers of the identical size 
and design. Trial trips and initial voy- 

. ages have indicated that the other motor- 
ships are ¢qually as efficient. 








An important feature of motorship 
operation is the almost total absence 






thus far of need for engine repairs. 
These costs for steamers have always 
been heavy and ship engine repairers, 
especially those in distant ports, have 
flourished for years at the expense of 
the ship owners. It is usually the case 
that the owner is in a hurry for the 
ship and is at the mercy of the repair 
























man. ae 
Consequently, the repair bill is apt 
to be high, although it may not be 






wholly justified in view of the extent of 
damage incurred while at sea. The cost 
of repairs to steam cargo vessels aver- 
ages around $3,000 per voyage. Some- 
times this cost represents the margin 
between profit and loss, and to reduce it 
through Diesel operation greatly en- 
hances the possibilities of successful 
operation under the American flag. 
The speed which is maintained by the 
Pd Dieselized fleet runs from 1112 to 12 
knots an hour, This is to be compared 













“Sawokla” will be to Buenos Ayres and | 
Of course, one of the greatest ad- | 


Yet, of almost ; 


By the substitution of the | 


The capacity of tanks in the Board’s | 
Dieselized ships gives them a cruising | 


noted at the close that a marked saving | 


| 
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Commerce 





Cost of Production 
Subject of Inquiry 


Second Preliminary Report on 
Investigation Is Made Public 
in Regard to Industry. 


The second preliminary report of the 
United States Tariff Commission cover- 
ing information obtained in the Com- 
mission’s investigation into the plate 
glass industry, with particular reference 


to the cost of production here and 
abroad, has just been made public. 
No recommendations for a change 


in the existing tariff was made by the 
Commission, but it was stated that a 
flat rate of duty neglects the element 
of the value or price of the various 
qualities and thickness. 

The Commission’s report showed also 
marked differences in selling methods 
of foreign plate glass and of domestic 
plate glass. In this connection the Com- 
mission’s report said: 

“Of the eight Belgian companies pro- 
ducing plate glass, six sell their entire 
production, including exports 
United States, through a selling or- 
ganization known as the “Union Com- 
merciale des Glaceries Belges.” Two 


other Belgian companies send plate 
glass to the United States which is 
sold independently of the Union, but 
substantially in conformity with the 
sales practices of the Union. 
Sales Agencies Maintained 
For Belgian Producers 

“The Union and the independent 


Belgian producers have sales agents in 
New York, and the Union has one in 
San Francisco. These agents work 
upon a commission basis, and out of 


the commissions pay their own ex- 
penses. 
“In adidtion to the agents of the 





with speeds of 10 or 1012 knots, of which 
the vessels were capable as steamers. 
On on 11,000-mile run, such as that be- 
tween New York and Sydney, this makes 
a difference of from 5 to 7 days at sea 
and presents a far greater attraction to 
the shipper of goods who is urged to 
patronize American ships. 
Mechanical Operation explained. 

The Diesel engine in its operation is 
not dissimilar to the gasoline engine 
which furnishes the power for our auto- 
mobiles. The mechanical character and 
arrangement of cylinders, pistons and 
erankshaft, is substantially the same. 
The difference lies in the method by 
which the fuel is ignited. In the auto- 
mobile engine this is accomplished by 
means of an electric spark, the firing 
of which is regulated by timing gears. 

In the Diesel engine, heat enough to 
effect combustion is produced by intense 
compression of air in the firing cham- 
ber of each cylinder. The fuel is intro- 
duced on the top stroke of the piston by 
air pressure ranging from 850 pounds 
per square inch to 1,150 pounds per 
square inch. It is immediately ignited 
and the piston, forced down, opens a 
valve which admits fresh air to clear the 
chamber for the next charge of fuel and 
air. 

The general character of the Diesel- 
ized vessels has not been changed by 
the conversions, except that the de- 
creased quantity of oil burned make it 
possible to carry less fuel and this has 
increased the deadweight cargo-carrying 
capacity of the vessels about 300 tons. 
Each of the ships has been given a 
thorough overhauling and accommoda- 
tions for 11 or 14 passengers have been 
installed. 

The accommodations are located in 
boats that are occupied by the most ex- 
pensive suites and staterooms of the 


| high-class passenger vessels. All of them 
from ports of the United States, because 


are light and airy, affording the means 
for comfortable travel. They have been 
installed particularly to fill the needs of 
American manufacturers who are send; 
ing goods to far-away markets. It is 
often the case that shipments of ma- 
chinery, electrical or other mechanical 


| equipment, are most successfully com- 


pleted if a manufacturer’s representative 
is sent to superintend handling and in- 
stallation of the goods. 

With the accommodations provided on 


to the ; 
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Belgian companies there are a number 
of independent America: importers who 
buy plate glass directly from Belgium. 
These importers are merchants who 
own the glass purchased, and some of 
them have their own warehouses for 
local distribution in the consuming cen- 
ters of the United States. The price 
in Belgium which these independent im- 
porters pay for the glass conforms to 
the wholesale price of the Union quoted 
f. o. b. Antwerp. 

“The large domestic producers of plate 
glass have in the 
principal cities of the United States, and 
district sales agents are in charge of 
each local office and warehouse. These 
sales agents serve not only as repre- 
sentatives of the producing companies 
for selling plate glass in large quantities 
to jobbers, contractors, automobile and 


mirror manufacturers, but they also act 
as jobbing distributors. As jobbers they 


warchouses located 


| sell glass to the local dealers and smail 


contractors in both cut sizes and stock 
sizes from supplies on hand at the ware- 
house. These jobbers’ prices are usually 
from 15 to 20 per cent in advance of 
wholesale prices in large quantities. All 
sales by district agents, however, except 
the local jobbing sales, are billed directly 
from the factory to the consumer. The 
district agent obtains a commission on 
all sales of glass by his company in the 
district. A number of plate glass com- 
panies have more than one factory, but 
shipments of glass from these factories 
to the various areas of consumption in 
the United States are not always regu- 
lated by the ecomony of freight rates; 


| operating conditions, demand in various 


| 
| 


territories, the character of the specifica- 


tions, financial affiliations with con- 
sumers, and other considerations have 


an influence on the distribution of ship- 
ments from the various plants. 


Freight and Loading Charge 
Are on Basis of Weight 

“The inland freight from the Belgian 
plants to Antwerp and loading charges 
at Antwerp is a weighted figure based 
upon actual shipments from each plant 
to Antwerp. Transportation and all 
other charges are unweighted and based 


| upon shipments to the United States 
| in cases under 10 feet Ligh and weigh- 





these boats, this is easily effected With- | 


: ; / out them, the representative is forced 
a sea trial and then loaded with cotton | 


to undergo the hardships of ordinary 
cargo ship travél, or else go by passen- 
ger vessels—generally - by more cir- 
cuitous routes, with one or more changes 
—where he would really gain nothing in 
the Way of speed in transit. 

Propose to Stimulate Use. 

The purpose of the Government’s mo- 
torship program are twofold: Primarily, 
it is intended to give the American Mer- 
chant Marine a nucleus around which a 
modern fleet can be constructed, and to 
bring at least some of the American 
lines to a position in which they can 
compete effectively with the ships of 
other flags. 

Secondly, it is purposed to stimulate 
the design and manufacture of Diesel 


my | concerning cost of production. 
the same relative position on the cargo 


' its work 


ing not over 1400 kilograms.” 

The Commission’s investigations found 
that Belgian manufacturers were the 
chief competitors, the Commission point- 
ing out that the total production of the 
Belgium companies in 1925 was approxi- 
mately 35,000,000 square feet, an amount 
estimated to be approximately one-third 
of the total European production, and 
less than one-third of the United States’ 
production for that year. The Commis- 


sion’s cost figures covered the year 
1923-1924 and part of 1925, 1926.: Dur- 


ing the 1923-24 period, the Commission 
said, all factories in Belgium were op- 
erating at their full productive capacity 
in order to meet the unusually large de- 
mand for plate glass at that time. In 
1926 some curtailment of production of 


| plate glass in Belgium still continued, 
| but the capacity for production remained 
| the same as in 1923-1924, the Commis- 


sion declared. 

The statement made public by the 
Commission resulted from a request of 
the representatives of the Belgian plate 
glass manufacturers and of plate glass 


| importers at a public hearing held by 


the Commission in November, 1925. The 
original investigation, which was ordered 
back in May, 1922, was ordered contin- 
ued by the Commission, in order to ob- 
tain more accurate and up-to-date data 
Accord- 
ingly the Commission sent its agents 
back into the field, and as a result of 
issued a second preliminary 
statement. This statement shows that 
the principal use of polished glass at the 
present time is in the automobile in- 
dustry, which consumes over 50 per cent 
of the current production. The state- 
ment gives a resume of its findings cov- 
ering the so-called “new continuous proc- 
ess,” and then points out that the total 
production for all plants in 1925 
amounted to 117,224,295 square feet— 
more than twice the production in 1921, 
and an increase of approximately 30 per 
cent over 1924. 

The Commission also described the for- 
mation, organization and other activities 
of the International Convention of Plate 
Glass Manufacturers, of which the Pitts- 
burgh Plate Glass Company at 
celles, Belgium, is a member. 


Sales in United States 
Are of “Glazed” Quality 
Over 60 per cenf of the sales of do- 
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Cour- 


mestic plate glass in the United States | 


is of “glazing” quality in sizes below 
720 square inches. It will be observed, 


; the Commission said, that the price of | 


| in 


engines by Americans, and to develop | 


skilled workmen and Diesel 
among citizens of the United States. 
the vessels already completed, three dif- 


engineers 


ployed; namely, the Worthington, the 
Busch-Sulzer, and the McIntosh and 
Seymoyr. Contracts for the equipment 
have thus been distributed purposely in 
order that several concerns might be 
developed to fill future needs. 

The Dieselization program may be 
continued by the Board until all of the 
funds available have been utilized. The 
$15,000,000 yet unpledged is enough 
to provide at least 20 to 25 more motor- 
ships. although the expense of convert- 
ing them may be a little more than 
was the case with the first group. 


In | 


plate glass of glazing quality, based on 
S from 384 to 720 square 
advanced from 24 cents per square foot 


312e8 


i928—an increase of 254 per cent dur- 
ing the 10-year period. 
reductions have been made in the manu- 
facturers’ prices of plate glass ‘of April, 
1925, July, 1925, and January, 1927. The 


; ; price of glazing quality, cut in sizes 
ferent types of engines have been em- 


; cents 


| 






from 584 to 720 square inches was 85 
per square foot in 1923 and 35 
cents per square foot in March, 1927. 

The Commission concluded its state- 
ment by declaring that the Tariff Act 
of 1922, as did prior acts, makes spe- 
cial provision for polish plate glass made 
by the casting process, but did not men- 
tion. specifically polished plate glass 
made by another method or process. In 
this connection said: 

There is no.physical difference be- 
tween the two pieces of glass, but the 
method of their production differs and 
it is the method that determines what 


inches, ! 


1915 to 85 cents per square foot in 


Since 1923 three |! 


| 2-48's, 64’s, whi 
! white, 4s lld; 2-36's, 


| 
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-Markets 


Shipping Board Tells | Tariff Commission States Flat Duty on Plate Glass | 
Neglects Klement of Value, Qualities and Thickness 


ns. 
Figures Announced | 
On Domestic ‘Glazed’ | 


Six Belgian Producers Sell 
Product, Including Exports, 


Through Sales Agencies. 


rate of duty is applicable to the one and 
the other, through the joining of the 
In the | 
past, the prevailing idea with respect | 
to plate glass seems to have becn that 
it is not only polished but thick and thai 
thick sheets of glass can be produced 
only by casting. Such was indeed the 
fact at the time when the Tariff Act of | 
1922 was enacted, and even now it is } 
true that polished glass over one inch | 
thick can be made only from cast sheets, 
and that the thickness attainable through | 
the other three processes is usually not | 
more than 4% to % of an inch. 
The classification of polished plate | 
glass for customs purposes may be dealt | 
with upon at least four bases. First, 
with respect to the method of production ; 
of the sheets preceding the polishing; 
whether by casting, by rolling, by draw- 
ing, or by blowing into cylinders sub- 
sequently cut and flattened into sheets. 
Second, with respect to the superficial 
the 


word “plate” in paragraph 222. 


area or sizes of polished plates; | 
third, with respect to the thickness; and 
fourth, with respect to the quality, that 
is, the degree of freedom from defects 
which fits the glass for one use or an- 
other. Along with quality in this sense 
may be joined shape, in the sense of 
linear dimensions; pieces of glass of a | 
certain width and length may be in! 
great demand, while if they are of a 
slightly different width and length they 
are in small demand. Obviously still 
another basis of classification may be 
used, and that is value. This basis in- 
volves most of the above-mentioned fac- 
tors, since value is directly dependent 
upon size, thickness, and quality. 


Inasmuch as polished plate glass of | 


identical physical characteristics and 
uses (apart from exceptionally thick 


plate) is now made by a number of 
processes, it would appear that the 
designation “east polished plate glass” 
is no longer significant for tariff pur- 
poses. Size, thickness, and quality (in- 
cluding shape), irrespective of the meth- 
ods of production, are the major con- | 
siderations. 


Tariff Method of Levying 
Made With Respect to Size 


The present tariff method of levying 
specific duties upon plate glass gradu- 
ated with respect to size has been in use | 
as far back as the Tariff Act of 1842, 
This legislative practice probably grew 
out of the fact, known to the Congress, 
that the smaller sizes were regularly 
sold at a lower price per square foot 
than the larger sizes. This circumstance | 
of variation in vaiue according to size 
arose in turn from conditions of produc- 
tion, namely that the small sizes were 
obtained by reason of unavoidable break- 
age and by cutting around defects in the 
large polished plates, which, if they had 
been free from defects, would have been ! 
sold uncut at a higher price. In other 
words, manufacturers of plate glass 
could not control the production of the 
small sizes, associated necessarily with | 
the production of the chiefly desired 
large sizes, and so adjust the amount of 
the small sizes to what the market 
would absorb at a higher and more satis- 
factory price. The conditions of pro- 
duction of small sizes of plate glass are | 
on the whole the same now as formerly, 
but marketing conditions have changed. 
A certain class of small sizes. suitable 
for use in the automobile industry, is 
now in such demand that large and per- 
fect plates, salable at a high value un- 
cut, are deliberately cut to automobile 
sizes and shapes. The circumstance of 
the great and growing demand for auto- | 
mobile sizes of plate glass might justify | 
a reconsideration of the structure of the 
graduated duties. Any such reconsider- 
ation should take into account the fact 
that there 








I is another class of “small | 
sizes,” too small or not-of the right 


shape to be used in automobiles, which 
manufacturers find difficult to market 
even at prices considerably lower than | 
those obtained for all other sizes, 


Little Change Is Shown 
In Bradford Wool Prices | 


86356 





Little change is shown in the 3radford 
wool top and Bradford worsted 


; ) yarn 
prices for the weel 


ices , cabled to the Textile 
els > YW . . ; 
Division, Bureau of Foreign and Do- 
mestic Commerce, and just made public 
by the Departmeni. 
The wool top prices for the v chi, com- 
pared with ihose for the preceding weel 
bales > vUhy 
are as follows: 





March 17- 


-T0's, B4d; 64's, 29d; 60's, | 
45d; 56's, 35d; 50's, 2742d; 48's, 23d; | 
46’s, 21d; 44’s, 2042d; 40’s, 20d. 

March 21--70's, 54d; G4"%s, 49d: G0’s, | 
15d; 56's, Bhd; 50's, 27ed; 48°, 25d; | 


46’s, 2114d; 44’s, 204d; 40’s, 20d. 
Bradford worsted yarn prices for this | 
week, as compared with those of 

week, are as follow 
March 17—2-60’s, 70’s, white, 6s 5d; | 
2-48’s, 64’s, white, 5s 6d; 2-40’s, 60-64's, | 
' 


last | 


white, 4s lid; 2-36’s, 58’s, white, 4s 4d; 
9 


29%. 
2-32’s 


s, 46’s, white, 2s 8d; 2-24's 
white, 2s 5d; 2-16’s, 36’s, white, 2 


March 24—2-60's, 70’s, white, 


44’s, 
1 i 


9 








Gs 5d; | 
. ds 6d; 2-40’s, 60-64’s, | 
58’s, white, 4s 4d; | 








2-32’s, 46’s, white, 2s 842d; 2-24’s, 44’s, 
white, 2s 5d; 2-16's, 36’s, white, 2s 2d, 
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; ware; 


} spiming 
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Trade in China Plumbing Fixtures Falls | 









THOUSANDS OF PIECES 


The chart above illustrates the condition of the trade in vitreous-china 
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plumbing fixtures, showing declines in orders received, shipments, and unfilled 
orders in February from the figures fer January. 











Butter and Eggs, Goose Greese, Radio Sets 
Among American Preducts Wanted Abroad 


Windshield Wipers, Typewriters and Hosiery Included in 
Diverse Wants of 39 Countries. 


Windshield wipers, radio sets, but- 
ter and eggs, typewriters and hosiery 
goose grease are among the di- 
verse wants for American products re- 
ported by American trade agents 
abroad. Thirty-nine countries seek 
various kinds of American goods, the 
weekly review of “What the World 
Wants” issued by the Department of 
Commerce reveals. 

The full text of the review, includ- 
ing the list of specific inquiries which 


domestic concerns may answer, follows: | 


This is a Dollars and Cents Service, 
released for simultaneous 
in all parts of the United States. None 
of the information here given has been 
heretofore published in any form. 

The numbers prefixed to the trade 
opportunities listed refer to confidential 
information regarding the particular in- 
quities, which is mailed to the district 


publication | 


| 


offices of the Bureau of Foreign and , 
Domestic Commerce at the same time | 
those releases are mailed to the press. | 


To obtain the confidential information 
it is necessary only for American ex- 
porters to apply to the nearest office 
of the Bureau, giving the number, or 


which they are interested. 

Information on the many sales open- 
ings included in the list can be had by 
American firms and individuals upon ap- 
plication to any district office of the 
Bureau of Foreign and Domestic Com- 
merce or chambers of commerce co- 
operating with the Bureau in dessemi- 
nating foreign trade information. 

The asterisk (*) indicates that the 
inquirer would act as both purchaser 
and agent. 

Australia — *24736, fancy goods; 
*24720, hose clips; *24736, jewelry; 
*24720, lacquers; *24720, packings, rub- 
ber; *24720, packing, asbestos, wire 
woven and other; *24720, tin cans and 


tops, unassembled for oil; *24720, var- | 


nishes. 

Belgium—24771f, canned fruit and 
fish, 24771f, corn products, including 
meal; *24700f, fruit, canned or pre- 


electric. 
Canada—24733, advertising specialties 
and novelties; 24732, Christmas cards, 


fog, 


engraved and printed; 24732, Christmas 
decorations; *24733f, canned foods; 
“247738f, grocery specialties; 24678, 


kitchen utensils; “24721, pharmaceutical 
preparations; *24721, sporting goods. 

Czechoslovakia—*24725, insulating 
material; *24725, radio sets and parts; 
24767, waterproof paper with inserted 
twine. 

Egypt—24772f, flour, durum, first 
clear; “24774, sole leather, chrome tanned 
and vegetable; “24774, upper leather for 
shoes and sandals, cheap. 

France — 24699f,. canned apricots; 
24699f, canned pineapples; *24746, elec- 
trical appliances; *24746, engines, inter- 
nal combustion; 24699f, raisins; *24746, 
tools, agricultural. 

Purchasers. 

Germany—*24746, agricultural 
chinery and pumps; *24769, automobile 
accessories; 24683, automobiles; 24683, 








ma- | 


! numbers of the inquiry or inquiries in | 





| roofing, 


rice cultivating machinery; 24684, 
threshers. 

Italy—24696f, lard. 

Japan—24717, toilet preparations. 

Mexico—24669, cannery machines. 

Norway—24778, lacquers; 24778, 
spraying installations for painting and 
air generator pistols, with and without 
motors. 

Peru—24672, machinery for manufac- 
turing burial casket steel; 24672, steel, 
sheet, for making burial caskets. 

Scotland—24705f, butter; 24705f, eggs; 
24705f, poultry. 


South Africa—24673, counting and 
wrapping machines for handling milk 


botile dises; *24724, refrigerators, elec- 
trical. 

Spain—24755, hosiery, rayon. 

Straits Settlements+24670, 
ing machines. 

Sweden—*24775, automobile  acces- 
sories; *24695f, canned salmon and sar- 

dines: *24695f, fruit, dried; *24695f, 
groats, manna; *24695f, spices; *24695f, 
shredded coconut. 

‘Switzerland—24701f, canned apricots, 
grapefruit, asparagus, tomatoes, peaches, 
pineapples, sardines, and salmon; 24759, 
hosiery, silk, wool and cotton. 

Uruguay—24668, iron, sheet; 24668, 
iron, piping; “24752, perfumes; 24668, 
stamping and finishing machinery for 
making iron wheelbarrows, shovels, and 


ice-scor- 


dirt wagons; *24752, toilet prepara- 
tions; “24752, wool dress goods. 
Agents. 
Algeria—24687, automobiles, medium 


priced. 

Argentina—24729, automobile and mo- 
tor truck accessories, including electri- 
cal accessories; 24729, electric signs, 
fans, heating appliances, and dry cell 
batteries; 24682, piping, drain; 24682, 
metal. 24729, radio sets gand 
parts; 24682, weather strips. 

Australia—24728, clothing and dress 
novelties, women’s; 24728, fancy goods; 
24728, household appliances, electrical; 
24728, refrigerators, electric; 24728, 


| tools, hand; 24728, toys. 


Austria—24765, chemicals, industrial; 


a ¥ | 24688, erasers, rubber, 24688, footwear, 
served; 24776, kitchen ranges and ovens, | 


rubber; 24688, fountain pens; 24688f, 
gum, chewing; 24688, lasts and trees for 
shoes; 24765, mica; 24688, pencils, lead, 
automatic; 24688, motor cycles. 

Belgium—24710f, apple cores and 
skins; 24710f, apples, fresh and evapo- 
rated; 24710f, canned salmon; 24712f, 
canned salmon, especially chums; 14711f, 
fruit, dried, such as prunes, apricots, and 
evaporated apples; 24711f, grain; 24712f, 
rice, 

Canada—24738, fishing tackle for out- 
fitting halibut and salmon fishing ves- 
sels; 24738, hemp lines for salmon fish- 
ing; 24761, silk piece goods and artificial 
silk. 

Chile—24713f, canned salmon and sar- 
dines; 24760, cotton print goods; 24713f, 
flour, potato; 24713, glassware, table; 
24760, hosiery, cotton; 24760, leather; 


| 24768, leather waste; 24688, patent and 


fancy leathers; 24760, padlocks; 24713f, 
rice. 

Cuba—24718, chemicals; 24718, hard- 
ware; 24718, paints in barrels and cans; 


; 24718, pipe and pipe fittings. 


automobile accessories; “24686, auto- | 
* . DARR ‘ saa ton | 
mobiles; “24686, automobile accessories, 


including brakes and lighting appliances; 
“24685, automobile and tractor 


chines; “24734, addressing machines; 
24683, batteries, storage; 24731, bicycle 
t 3 y 
tools; 24766, beryllium, zirkon and cobalt 
crystals; 
“24734, check protectors; *24734, carbon 
paper; “24723, chemicals, industrial; 


equip- | 
| ment and appliances; “24734, adding ma- | 


*24734, bookkeeping machines; | 


| 


24777, chemicals for paper manufacture; | 


*24734, duplicating machines; 24698f, 
goose grease; 24683, garage equipment; 
2.685, garage equipment; “24679, hard- 
24679, hand tools; “24742, novel- 
patented; 24777, office appliances, 
modern; 24777, paper; “24723, 
maccutical specialties? 24719, 
uranyl carbonate; 24741, Shade rollers, 
spring; 24683, tires, automobile; 
tires and accessories, bicycle; “24734, 
typewriter ribbons; “24671, tools, hand, 
woodworking; "24734, typewriters; 






ties . 





phar- ; 
sodium | 


24731, | 


Czechoslovakia—24770, belting fasten- 
ers, flexible, flat, with hinge in center. 
Denmark—24690, automobile accessories; 
24690, automobile trailers and _ semi- 
trailers; 24753, cotton denims; 24754, 
gloves, work. 

Egypt—2471i6f, fats, mutton or other; 
21746f, fruit, dried; 24716, hosiery; 
24716, nails, wire; 24716, pipe, galvanized 
iron; 24716, tools; 24716, tin plate; 24748, 
tractors, light, and accessories. 

England—24702f, canned fruit, vege- 
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Decline Registered 


In Output of Soft 
Coal and Anthracite 


Weekly Review of Condi- 
Is Issued by © 

Bureau of 
Mines, 


tions 


Soft coal production during the week 
ended March 19, including lignite and 
coal coked at the mines, decreased 820,- 
000 tons from the output.of the preced- 
ing week, according to the weekly re- 
view of bituminous and anthracite ocal 
and beehive coke, issued on March 26 by 
the Bureau of Mines, Department of 
Commerce. 

This is the first time since October 23 
that the production in any full-time week 
has fallen below 13,000,000 tons, the De- 
partment states. 

It is estimated that the total produc- 
tion of anthracite during the week de- 
creased 56,000 tons. 


Decline Is oNted. 


The full text of the official summary 
of the figures follows: 

The production of soft coal during 
the week ended March 19, including lig- 
nite and coal coked at the mines, is esti- 
mated at 12,958,00 Onet ons, a decrease 
of 820,000 tons, or 6.0 per cent, from the 
output in the preceding week. This is the 
first time since October 23 that the pro- 
duction in any full-time week has faller 
below the 13,000,000-ton mark. 

Preliminary telegraphic reports, court- 
eously furnished by the American Rail- 
way Association, indicate that loadings 
on Monday and Tuesday of the present 
week (March 21-26) were slightly higher 
than on the corresponding days iy the 
preceding week. 


Gain in Output. 

The total production of bituminous 
coal during the present coal year to 
March 19 (approximately 298 working 
days) amounts to 579,410,000 net tons 
as against 522,519,000 tons during the 
corresponding period in 1925-1926—a 
gain in the present year of 56,891,000" 
tons, or 10.9 per cent. 

The total production of anthracite dur- 
ing the week ended March 19 is esti- 
mated at 12,958,000 net tons, a decrease 
of 56,000 tons, or 3.8 per cent, from 
the output in the preceding week. 

The average daily output during the 
first three weeks in March has been ap- 
proximately 230,000 tons, indicating a 
decline of 7.6 per cent from the Febru- 
ary rate. 

The total production of beehive coke 
for the week is shown to be 204,000 net 
tons, with a daily average of 34,000 net 
tons. 


Chile Claims Oil Land 
As Property of State 


New Law Cancels All Petroleum 
Concessions Unless Devel- 
oped in Year. 


All oil-bearing iands in Chile are here- 
after to be regarded as property of the 
State, according to a provisional act 
passed recently by the Chilean Congress, 
state advices to the Department of Com- 
merce from Acting Commercial, Attache 
C. C. Brooks, at Santiago. 


A provision of the new law cancels 
all petroleum concessions now in force 
that are not developed within one year 
after December 26, 1926. Article 5 of 
the Chilean National Mining Code, which 
reserves all guano and nitrate of soda de- 
posits to the State, has been amended 
to include petroleum deposits, it is 
stated. 

According to the advices, in every case 
where those now possessing petroleum 
concesisons or oil land claims desire to 
develop their holdings, the properties 
must again be surveyed under the super- 
vision of the State within the one-year 
period. ’ 

The law provides that failure to com- 
ply with this requisite is sufficient cause 
to declare the concession or claim null 
and void. ; 





pecially dictating machines; 24745, 
plumbing, heating, and water installa- 
tions; 24677, shoe manufacturing and 
textile machinery; 24677, shoe findings; 
24747, tools, agricultural; 24675, tools, 
hand, industrial; 24693, tires, automo- 
bile, balloon; 24769, vuleanized fiber in 
sheets, 1 to 10 millimeters thick; 24756, 


| yarns, rayon, in all colors. 


tables, meat, and fish; 24709f, fruit, 
fresh. 

Estonia—-24762, tires, automobile and 
bicycle. 

Finland—24745, automobile  acces- | 
sories, especially piston rings; 24715, 
fertilizers; 24715f, feedstuffs, 24715!, | 


flour, wheat; 24715f, fruit, fresh; 247151, 
grain 24715f, groats; 24694f, lard; 24- 


| 694f, pork; 24715f, sugar. 


, 24708f, 


‘24671, woodworking machinery for fur- | 
niture, cabinet making. and piano manu- | 








| facturers. 
Haiti—2/6c0, decorticating machinery 
sisal fiber; 24680, galvanized iron for 
| building construction; 24680, leceme- 
| tives, steam, 2, and 75 to 80 small cars; 


| 24680.Rails, railway, 30-inch gauge, 7 to 


30> milk 24680, rono- 


and m: 
Sisal planiation implements. 
India—24697f, canned evaporated milk; 
“24735, calendar backs;, 24764, douglas 
fir; “24735, faney and religious pictures; 
24734, wall pockets. 
Indo-China—24684, automobile acees- 
sories such as windshield wipers, bump- 
ers, spot lights, bra cigar light- 
ers and clocks; 24684, caterpillar trac- 


hines; 2 






1GLO, 


weaving 






» bands 


tors; 24684, mowers; 21684, plows; 24684, 


j 


France—24708f, lard; 24707£, prunes; 
sausages. 


2749, 







agricultural 
threshers, 


imple- 


ments, specially mowing 


Greece—24763, pitch sawed 


planed, and unplaned. 

Latvia—24714, arsenate of lead; 24714, 
calcium arsenate; 24714, copper sul- 
phate; 24714, fish oil soap; 24714, nicoe 
tine sulphate; 24714, paris green. 


pine, 


Netherlands—24730. automobile ace 
cessories; 24730, hardware, smalls 
24750, electrical appliances, small; 


| 24730, radio sets and parts. 


machines, and hay rakes; 246938, auto- : 


mobiles, small; 24747, agricultural ma- 
chinery; 24750, agricultural machinery: 
batteries, storage; 24768, book- 
binding machines; 24706f, canned fruit, 


91ARY 
= tJOu, 








pilchards, and shrimp; 24706f, fruit, 
cyvied; 24681, grinding machines; 24726, 
nrcveare, trunk and suitease; 24676, 
rardware and hand teols for machinery 


indusiry; 24745, irrigation and waterway ; 
| installations, pumps, and accessories; 24- | 





24676, machine tools, metalvrorixiz 
24768, machines and z 
ised in the paper and printing in- 
try; 24740, novelties and technical 
equipment, 24744, office machinery, es- 


z, high 


lS> 













| 726, insulating materials; 24674, machine ! 
| tools, metalworking, high duty, special; } 


New Zealand—24722, 
ber sundries; 24722, 

Paraguay—24727, 
trical. 


druggists’ rube 
medicines, prepared, 
refrigerators, elece 


Scotland—24705f, canned foods} 
24705f, meats. 

South Africa—24757, napkins, sanie 
tary. 

Sweden—24739, fountains, electrics 
24739, glass articles, pressed; 24739, 
household novelties, metal. 

Switzerland—24758, cotton, raw 
24737, phonographs and _ phonograph 
records, best quality; 24703f, wheat, 


spring, and hard’ winter. 
Uruguay—24691, marine engines for 


' motor launches; 24692, marine engines, 


smal!, of medium to high power; 24751, 


novelties; 24751, notions; 24751, luxury 
articles. 


Jugoslavia—24689, automobiles, 


YEARLY 


(INDEX 


Rail and 
Lake Rates 


Additional Services 
- Said Not Rendered 


Decision Is Rendered in Case 
of Minnesota - Atlantic 
Transit Company. 


The Interstate Commerce Commission 
on March 26 issued a decision finding 
that the refusal of the rail lines at 
Duluth, Minn., to accord the Minnesota- 
Atlantic Transit Co.4pany increased di- 
visions out cf the through rates for 
handling carload freight between their 
cars and the floor of the dock owned 
by the owner of the capital stock of 
the Transit Company was not unjustly 
discriminatory, unduly prejudicial, nor 
in violation of section 1 of the Inter- 
state Commerce Act. The complaint 
was dismissed. 

The full text of the report of Divi- 
sion 2 of the Commission, by Com- 
missioner Campbell, in No. 16374, Min- 
nesota-Atlantic Transit Company v. Chi- 
cago, St. Paul, Minneapolis & Omaha 
Railway Company et al, follows: 

Exceptions were filed by complainant 
to the report proposed by the examiner, 
and the case was orally argued. 

One freight route from west of the 
Great Lakes to the east is over rail lines 
to Duluth, Minn., the steamship line of 
the Great Lakes Transit, Corporation, 
hereinafter called the Great Lakes Com- 
pany, thence to Buffalo, N. Y., and the 
rail lines beyond. Freight shipped over 
this route is delivered to the Great 
Lakes Company by the rail lines serv- 
ing Duluth, hereinafter called defendants, 
ver their own docks or over the dock 
leased by them to the Great Lakes Com- 
pany. 

Each of the defendants, 
routed over its line into Duluth and in- 
terchanged with the Great Lakes Com- 
pany over defendant’s dock, unloads the 
freight from the car to the dock floor, 
whence it is transferred to the boat by 
employes of the Great Lakes Company. 
Defendants’ compensation for this un- 
loading service is derived from their di- 
vision of joint rates applicable over the 
routes described. 

Another route between the same points 
is over defendants’ lines into Duluth, 
complainant’s boat line thence to Fort 
Huron, Mich., and the rail lines be- 
yond; or over defendants’ lines into Du- 
luth and complainant’s boat line over 
the Great Lakes, the New York Barge 
Canal, and the Hudson River. Com- 
plainants’ two motor ships operate over 
the latter route, and its three steam ves- 
sels over the former. 


on shipments 


Joint Rates Same 

ver Two Routes 

Complainant’s operate princi- 
pally, and desire to operate exclusively, 
from the dock of the McDougall Termi- 
nal Warehouse Company, hereinafter 
called the McDougall dock. Defendants 
set cars at the McDougall dock, the same 
as they make delivery under their recip- 
rocal switching arrangements at other 
points in the Duluth district, but refuse 
to unload them. 

The joint rates are the same over the 
routes participated in by complainant as 
they are over the routes participated in 
by the Great Lakes Company, and the 
divisions of the joint rates which de- 
fendants receive up to Duluth are the 
same over both routes. Complainant 
alleges that the practice of defendants of 
unloading cars at their own docks and re- 
fusing contemporaneously to perform the 
same service at the McDougall dock is 
unreasonable under paragraph 4 of sec- 
tion 2, and unduly preferential of the 
Great Lakes Company and unduly pre- 
judicial to complainant under paragraph 
1 and 3 of section 3 the interstate 
commerce act. 

We are asked to require defendants 

to establish just and reasonable 
tions for the handling of freight 
he McDougall dock, and to pay com- 
plainant reparation on past  ship- 
ments, from the date ¢6f the commence- 
ment of operations by complainant in 
September, 1923, the cost of the unload- 
ing service performed by complainant, 
approximating 65 cents a ton. 

At the hearing complainant 
that, while an alternative order requir- 
ing defendants to discontinue unloading 
at their own docks unless they perform 
similar service at the McDougall dock 
would perhaps satisfy the complaint in- 
sofar future discrimination 
cerned, it does not seek such an order, 
Nor does it desire that the discrimina- 
tion be removed by having defendants 
perform the unloading service at the 
McDougall dock. What it really desires 
is to be granted additional compensation 
by defendants of 65 cents a ton for the 
unloading service which complainant it- 
self performs, and which it desires to 
continue to perform. 


boais 


of 


regula- 


BY 


over 


as 


stated 


as is con- 


Company Owns 


Stock of Complainant 

Of the principal defendants, 
Northern Pacific has four docks 
Duluth, the Great Northern and the 
Minneapolis, St. Paul & Sault Ste. 
Marie one each at Superior, Wis., and 
the Chicago, St. Paul, Minneapolis & 
Omaha one each at Duluth and Superior. 
Superior is across the harbor from Du- 
luth and is the Duluth rate district. 
Defendants’ docks date back to the time 
that the Great Northern and 
the eastern lines their 
steamship lines across the lakes. 

In 1922 the McDougall Terminal 
Warehouse Company about 
eight acres of property the 
Daluth water front, with deep water on 
three sides, and warehouse. 
The building occupies 
of the land area. 
being developed to mect the 
demands of increased business, 


the 
at 


in 
some of 


operated own 


purchased 
dock on 
erected its 
about one-fourth 
remaining area is 
growing 


The 


of 
| 6 per 


| The same is 


;a 
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’ Refusal of Rail Lines at Duluth to Give Doek 
Company Increased Division of Rates Is Upheld 


<> 


building is a modern fireproof brick and 
concrete structure, 490 feet long and 128 
feet wide, four stories high in the cen- 
ter, and six stories high at the ends. 

A part of the'building is leased to ten- 
ants engaged in the wholesale business, 
a part is used for storage, warehousing, 
and refrigeration, and a part for gen- 
eral wharfage and dock purposes. The 
dock facilities are in the center of the 
building and are leased by the warehouse 
company to complainant. The warehouse 
company owns all of the capital stock of 
complainant, and the officers of the two 
corporations are the same. 

In the interchange of freight with de- 
fendants, complainant uses not merely 
the dock space in the center but all of 
the first floor of the warehouse build- 
ing. The cars are unloaded into one 
of the ends of the building and trucked 
the dock in the center of the 
structure for delivery at shipside. In its 
computation of investment cost for the 
handling between car and dock floor 
complainant estimates that two-thirds 
of the first floor of the entire building 
is used exclusively in the handling serv- 
ice, and that two-thirds of the first floor 
is the equivalent of about one-sixth of 
the entire building. 

Complainant accordingly computes 
depreciation, taxes, and insurance on the 
basis of one-sixth of the entire building 
Similarly it divides the land in- 
vestment into one-fourth for the main 
building, one-fourth for the dock house 
and dock, and one-half as idle. The 
of land investment estimated at 
one-fourth plus one-sixth of one-fourth. 
Depreciation, and taxes are 
computed on of the of 
the sidings, and depreciation of trucks 
on one-half of their The other 
items, later to be named, are charged 
in full to the handling service. 


across 


cost. 


cost is 
interest, 
two-thirds cost 


cost. 


Report Outlines 
Costs of Handting 
Complainant employs 
crews, one for the handling service be- 
tween the car and the dock floor, and 
one for the handling service between 
the dock floor and the vessel. During 
the season of navigation in 1924-25 the 
labor cost of handling the 149,037 tons 
of freight interchanged with defendants 
over the McDougall dock is said by com- 
plainant to have been $47,692.28, or 52 
cents a ton, and the total cost of inter- 


two separate 


change facilities, computed on the basis 
above described, $56,476.19, or 35 cents 
a ton, a combined 
ton. 

(The labor cost items were 
handling crew $38,131.94, supervision of 
direct labor $8,143.12, and employe lia- 
bility insurance $1,471.23. The total 
value of the warehouse, land, and build- 
ing is given as $1,838,830.82, divided into 
dock and bulkhead $93,502.02, dock house 
$27,309.46, main building $882,3 
dredging $5,452.82, land $812,321.23, sid- 
ings $14,986.54, trucks $2,900.97, and 
maYntenance $1,400. The method of al- 
locating these items, or parts thereof, to 
the service of handling between car and 
dock floor is described in the text. The 
figures shown represent actual expen- 
ditures. A second study of investment 
cost, based on appraisal values, made 
by the American Appraisal Company as 
of November 1, 1924, including deprecia- 
tion, interest, taxes, and insurance, es- 
timates the cost of ‘egmplainant’s inter- 
change based on the tonnage 
for the season of 1924, as 37.9 cents per 
ton). 

The bulk of complainant’s tonnage is 
eastbound, and consists largely of flour 
and other grain products. Most of ; 
tonnage is received from defendants 
the McDougall dock. All of its motor- 
vessel tonnage is received there, only the 
McDougall dock being equipped with the 
cranes necessary for loading the motor 
ships, which are not equipped for side 
loading. Th ships carry only 
a small part of complainant’s tonnage. 


cost bi 


wages oi 


57.95, 


facilities, 


motor 


Success of Service 


| Depends or Time Gained 


Complainant’s other boats, which per- 
mit of side loading, can call at defend- 
ants’ and sometimes do In 
1924 complainant interchanged with de- 
fendants 121,504 tons of freight east- 
bound and 18,990 tons westbound. The 
eastbound tonnage was divided 104,603 
tons over the McDougall dock and 16,- 
701 tons over defendants’ docks, and the 
westbound tonnage 18.775 tons over the 
McDougall dock and 215 tons de- 
fendants’ The motor-ship ton- 
nage that was compelled to move over 
the McDougal! dock was 2,946 tons east- 
bound and 3,026 tons westbound. 

Defendants unload freight for com- 
plainant, the same as they do for the 
Great Lakes Company, when it is routed 
over their docks. Complainant 
no undue preference of the Grea 
Company in 
both lake line 
docks. 
ants 


docks, 


so. 


over 


docl's. 


alleges 
Lakes 
shipments over 
handled over defendants’ 
Nor does it allege that defend- 
any way discourage complain- 
ant’s use of their docks. 


respect of 


in 


The Great Lakes Company leases one 
defendants’ paying as rental 
valuation of $75,000. 
The adequacy of this rental complainant 
does not question. At this leased dock 
defendants perform no unloading service, 
true at private docks when 
no interchange with rail lines is made. 
Nor will any of the 
a car which is, for 
shipper 


docks, 


cent ona 


defendants 
the 
steamship 


unload 
convenience of 


or line, switched 


to its dock from another line-haul carrier | 
| into Duluth, 


Complainant does not allege 
that defendants’ dock facilities Du- 
luth are inadequate. 

Complaint states that 
in calling at the various docks 
fendants would riously delay its 
ice upon the efliciency of which the sue- 
cess of its line depends. It values the 
time of its boats at Duluth at from $10 to 
$12 j that from 
10 vould be st 
docks, 


at 


the loss of time 
of 
serv- 


de- 


an hour and timates 
to 14 hovi ‘nh trip 


sy calling at defendants’ 


ce 


| aminer 





Commission Finds 
Record Inadequate 


Present Schedules Declared 


Not to Be in Contraven- 
tion of Law. 


record indicates that the rail-and-lake 
service over complainant’s route through 
Port Huron faster in some instances 
than over the all-rail lines. 

The distance from Duluth to Port 
Huron is some 500 miles less than from 
Duluth to Buffalo. Complainant’s serv- 
ice to Port Huron said to consume 
about 60 hours, compared with -about 


Is 


is 


84 hours over the Great Lakes Company | 
rail- | 


to Buffalo. 
waiter-rail 


Whether the through 


service from Minneapolis, 


Minn., and other western points to desti- | 


is 


er 


Great Lakes 
route than 

somewhat 
the respective 
Huron and Bu 


of the 
the one 
the other depends 
the promptness of 
connections at Port 


also 


east 


nations 


faster over OV 


ffalo. 

Complainant 
tion facilities afforded on one of the 
upper floors of the warehouse build- 
ing, which are superior to those afforded 
at any of the defendants’ and 
which are available under existing tariffs, 


docks, 


when necessary, on shipments of dairy | 


products and other perishables over the 
McDougall docks. It appears, however, 
that shipments of dairy products and 
other perishables are usually held in re- 
frigerator cars at all of the Duluth docks 
until time for interchange with the lake 
line. 
grain and other 

their desire t 

of freight over 
the interest of 
between through 


Shippers of com- 
modities expresesd 
courage the movement 
complainant’s in 
healthy competition 

routes. Shippers of groceries 
bound point out that complainant 
route, in connection with the Central 
Vermont and Grand Trunk from 
York and New England territories, 


} 


line, 
west- 


ot 


fords them differential class rates lower | 


than the rail rates, which are not pub- 
lished in connection with the Great 
Lakes Company. 

All 
ever, that 
whether 
complainant’s 


of these witnesses concede, how- 
i immaterial to them 
shipments, routed over 
line, are handled over 


is 


the McDougall dock or the docks of de- | 


is therefore one 
water carriers 


fendants. The issue 

between the rail 

serving Duluth. 
Defendants state 


and 
that unloading: 


vilue of their own dock facilities and 


increase the per ton cost of interchange | 


at their own docks because the invest- 
ment remain the same and the 
cost of supervision, checking, fire pro- 
tection, watchmen, and other incidents 
would not decrease in proportion 
the decreased volume of tonnage; that 
other lake lines 
to provide their own docks, thereby 
creasing the service and cost of switch- 


would 


ing and reducing the tonnage over their ; or" 
j of its 


own docks; and that to grant complain- 


ant’s request would unduly prefer com- | 
the | 4 
expense , of its dock 

| 1916, to have been $285,000. 


prejudice 
the 


unduly 
Great Company, at 
of defendants. 


plainant and 


Lakes 


Defendants point out that a combined | 
Company affords a valuable a@equisition | 
to the terminal facilities at Doaluth, and | 


bridge toll and switching charge of 
$2.55 a car must be paid by certain of 
Hearings Scheduled 
By the 
Interstate Commerce 
Commission 


The Interstate Commerce Commission | 


the following proceedings 
the dates named. 


has assigned 
for hearings on 

April 12, Washington Examiner Davis. 
Finance Docket No. 6173. Application 
of Western Maryland Railway to acquire 
control Chesapeake & Curtis Bay 
Railroad by purchase of capital stock. 

April 19, 
State Railways 
6086, application 
minal Railway for authority 
the railroad properties of Union Stock 
Yards Company of Omaha, Ltd. 


of 


Omaha, before 
Commission. 
South Omaha 


Finance 


of 


April 25, Washington, Examiner F. A. | 


Law, jr. Finance Docket No. 3984. Ex- 
income of West Virginia Northern 
Railroad. Valuation Docket No. 386, ten- 
tative valuation of Pennsylvania Com- 
pany, Washington, Examiners Gibson 


and Woodrow. 


April 27, 
before Division 2. Investigation 
spension Docket Nos. 2748 and 
soap powder between points in 
Western Trunk Line and Illinois classi- 
fication territory. 

May 24, igene, Oregon, before Ex- 
Harraman. Nod, 19068. North- 
Stock Shippers Traffic 
Northern Railway et al. 


Washington, oral argument 


& Su- 


soap, 


Live 
Great 


western 
League v. 


upon ! 
rail | 


refers to refrigera- | 


oO en- | 


New | 


af. |, 


at | 
the McDougall dock would diminish the | 


to | 


would be encouraged ; 
in- | rN sage 
| of its dock facilities at $750,000. 


| matter 


Nebraska} 9.0.3. 2 
| discrimination 


Ter- | 


0 acquire | 
to acquire | cntly owned 


2830, | 
| exportation 


; months 


Karnim gs 


Expenditures 


Rate Complain ts 
Filed With the 


Interstate Commerce 
Commission 


made public by the Inter- 
March 26 


Complaints 
state Commerce Commission 
are summarized ag follows: 

No, 193878. Zenith Furnace Co-., of Du- 
luth, Minn., Algoma Central & Hud- 


| son Bay Railway et al. 


Vv. 
Requests Con- 
of rea- 
points 
north- 


order establishment 
on coke, to various 
Minnesota and the 
of Michigan. 

Skelly Oil Co., of 


mission to 
sonable rates 
in Wisconsin, 
ern peninsula 
No. 19385 
i reasonable rates on litharge froma How- 
ards, Mo., to E81 Dorado, Kan. 
| reparation. 
19386. Pleasant Coal Co., of St, 
Louis, Mo., v. Terminal Railroad -Asso- 
ciation of St. Lrouisvet al. Asks Commis- 
| sion to ordex application of reasonable 
rates on bituminous coal from = warious 





| reparation o£ $186 on 67 cars. 

No, 19387. Chicago By-Product Coke 
Co. of Pittsburgh, y. Anapee & West- 
ern Railway et al, Requests Order re- 
} quiring establishment of just amd rea- 
on coke from Chicago to 
Minne- 
Dakota, 


sonable rates 
| points in Wisconsin, Missouri, 
sota, North Dakota, Iowa, South 
Nebraska, Kamsas and Illinois. 
No, 19388. 


! of South Bartonville, Ill. v. 


reasonable rates on manuiactured iron 
and steel articles from South Bartonville 
(Peoria) to points in Kansas, OKlahoma 
| and Texas. claims reparation. 

No, 19391. Mather Brothers, of 
lantaay Ga., wv. Atlanta, Birmingham «& 
| Atlantic Railway et al. Seeks Yeason- 
able rates Om furniture, carloads, be- 
Ailanta and West Palm _ Beach, 
Claims 2xeparation of $64.14. 


tween 
Fla, 
No, 198392. Gamble Robinson 
Minneapolis, w. Receiver of Minneapolis 
& St. Louis Railroad, Claims reparation 
of $6.90 om one car of bulk 
from Donna, Tex., to Minneapolis. 
No 19393. Co. 
| Bloomsburg, 
ww Jersey et 
18 


Magee Carpet 
al, 
$623.47 on 


burg. 


defendants to the Northern Pacific for 
switching cars from the break-up yards 
adjacent to their docks in Superior to 
| the McDougall dock 
great as 3 miles. 
They state that during the 1924 ship- 
ping season the average out-of-pocket 
cost of labor for the handling 
bound and westbound shipments was 35 
cents a ton to the Northern Pacific and 
33 cents to the Great Northerm, includ- 
; ing supervision; 20 cents to the 
neapolis, St. Paul & Sault Ste. 
excluding supervision; and 18. cents 
eastbound amd 51 cents westbound at 
Duluth, and 19.6 cents eastbound and 


ior 


Tulsa, | 
Okla, v. Missouri Pacific Railroad. Seeks | 


Clains | 


points in Illinois to St. Louis and claims | 


Keystone Steel & Wire Co, | 
Abilene ¢ | 
Southery Railway et al. Seeks Just and | 


At- | 


cabbage | 


i. OL 
Pa., y. Central Railroad of | 
aims reparation of | 
ears of wool, New York | 
and N. Y. lighterage points to Blooms- | 


distances as} 


| 





| 
| 
| 


Co., of | 





| more than $1,225,000 over the shipments | 


of east- | 


Min- | 
Marie, | 


17 cents westbound at Superior, to the 


Chicago, St. Paul, Minneapolis & Omaha, 
excluding Supervision. 
The latter carrier estimates 


Northern Pacific values the land elone 
dock properties at $1,500,000. 
The Minneapolis, St. Paul & Sault Ste. 
Marie states that we found the value 
property, as of 


The McDougall Terminal Warehouse 


complainant’s line is an important addi- 
tional agency of lack transportation. The 


| placing of the McDougall dock upon the 
as defendants’ docks in the | 
unloading and loading cars | 


same basis 
of 
would be desirable if it could be accom- 
plished with justice alike to complainant, 
defendants, and the Great Lakes Com- 
pany. 


There seems to be no justification and | 


no provision of law, however, for re- 
quiring defendants to unload 
freight at the McDougall dock 


because they perform that 


merely 


not discriminate between private docks. 
The cases 
warrant such deal with 
result if 
an. allow- 
independ- 
others. 
zissuc of 


an order, They 
suai as would 
defendants wniloaded or paid 
ance for umloading at some 
docks and not at 
Yo be continued m the 
March 29. 


Machimery Exports 
Gained in February 


Although the shipments of steam en- 
gines from the United States fell off 
in February, 1927, bellow the figures 
for the same montha year ago, the total 
for the two months of the 
present year amounted to $1,698,809 as 
compared $1,481,543 for the first two 
1926, according to figures 

the Department of Com- 


to 
of 
compiled by 


merce, 





se - ——__.. 


Shipments of the seam type of en- 





and load | 


service at | c i D We 
their own docks, and so long as they do} Cease im exports of cotton, spinning, and 
| twistinge 


cited by complainant do not | 


the value | 
The | 
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Consumption of Babbitt Metal 
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The 
reports 


total apparent consumption of Babbitt metal in 
received by the Department of Commerce from 27 firms, was 4,574,931 











NOV DEC 


February, based on 


pounds, as compared with 4,975,552 in January and 5,139,952 in February, 1926. 


This consumption is caleulated from sales 


by manufacturers and consumption 


by those firms (among them several inportant railroad systems) who consume 


their own production. 


The chart indicates the corporative monthly consumption, 
which has shown an irregular increase in 


1925 and 1926. 


| Auth orily Giverz Chesapece ke & Ohio 


To Purchase Stock and Lease Two Lines 


. 


SewelZ Walleyand Loop & Lookout Railroads Involved in 
Order of Interstate Commerce Commission. 


Acquisition by the Chesapeake & Ohio 


Railway of control of the Sewell Valley | 


Railroad and the Loop & Lookout Rail- 
road, by purchase of capital stock and 
lease, Was approved and authorized by 
the Interstate Commerce 


a report and order in 


missioner Eastman dissented. 
The 
Docket 


embraces Finance 
of Capital 


report also 
No, 5665, Purchase 


Stock of the Greenbrier & Eastern Rail- 
action on the part of the C. 

& O., application relating to the Green- 
brier & Eastern, and on the Commis- | 


road, but 


February, 1927, 
as compared to 


ines in 
8 507 
1926. 


$752,507 in 


partment on machinery exports follows: 

United States exports of 
machinery during February amounted to 
$12,275.000 and showed am __ increase of 


of the cowrresponding month of 1926. As 
February being the shortest month, usu- 
ally show's the smallest exports, the fact 
that February, 1927, exports represent 
a decline of more than $2,670,000 from 
the shipments of January, is not sur- 
prising. 
Exports of Mining Machinery. 

Exports of mining and quarrying ma- 
chinery during the month showed an in- 
crease of $100,000 over the correspond- 
ing month of 1926. The most important 
gains in this group were ‘made in ex- 


| ports of coal cutters and rock drills, the 


Ju 30, | 2 
‘a /519 and the latter from $99,078 to $149,- 


former expanding fronr $16,699 to $112,- 


| 098. 





} 
| 
| 
i 


The oil-well machinery, 2@roup exports 
of well Grilling machinery imcreased from 
$504,794 to $649,895 and shipments of 


| other oil-—well machinery rose from $523,- 


915 to $785,152. Exports of power driven 


| metal working machinery increased from 


$976,431 to $1,121,256 whereas other 
metal working machinery decreased from 
$318,503 to $284,886. 

Decreases occurred in shipments un- 
der the head of construction conveying 
machinery and textile, sewing, and shoe 
machinery, the former group decreasing 
by approximately $93,000 znd the latter 
by $122,000. A noteworthy fluctuation 
in the textile machinery g@roup was a de- 


machinery from $121,178 to 
$10,386. Exports of looms, on the other 
hand, expanded from $30,678 to $70,000 
and wool carding and weaving machinery 
from $16,458 to $35,822. s 
Large Imerease in Miscellameous Exports 

Exports of miscellaneous _ industrial 
machinery showed the large gain of $1,- 
251,000 over those of the corresponding 
month of 1926, The following are some 
of the largest increases occurring in this 
group: paper and pulp machinery, from 
$168,520 to $573,155; ball amd roller bear- 
ings, from $122,809 to $225,177; air com- 
pressors, over 25 cubie feet capacity, 
from $270,329 to $337,712; sugar‘ mill 
machinery, other than can mills, from 
$193,097 to $265,947, power laundry ma- 
chines, from $112,265 to $177,815; gas 
meters, from $12,405 to $26,132, Ex- 
ports of cotton gins decreased from $85,- 
055 to 413,453, flour and grist mill ma- 
chinery from $56,559 to $22,606, and 
woodworking machinery, other than 
planers, matchers, jointers and molders, 
from $105,645 to $80,115. 





Monthly Reports of Railroad Revenues and Expenses as Reported 
By the Interstate Commerce Commission 


rht revenue 
revenue 

incl. other revenue.... 
Maintenance of way 
Maintenance of equipment... 
Transportation expenses 
Total expenses incl. other .... 
Net railroad 
7 


Net after taxes 


507,080 
5,518,694 
514,000 
1,246,450 
2,464,780 
1,526,155 
992,539 
18 
0) 


from 
y= 

rayl 

a etc ., 38,47 

Net after remtsS cciciicorecas 6,51 
Average miles 
Operating ratio 


operated 


Lehigh Valley 
Sebruary, 


Railroad. 
2 Months 
1926 
9,280,593 6,939,582 
1,149,165 1,150,478 
1,334,6 8,817,503 
1 1,262,886 
2,543,504 
4,656,416 
$,832,913 
*15,410 


931 


1927 


NTs RW RO 


-J 


169,965 


70,65 


94.7 
* Deficit. 


8,406,382 
1,136,297 
1,849,362 


2,09) 


Norfolk & Western 
February 


Railway. 
2 Months 

1927 1926 
16,076,734 15,486,063 
1,176.351 — 1,202,687 
17,808,117 17,301,536 
2,537,5 2,361,558 
3,872,331 3,418,982 
5,020,148’ 4,919,723 
12,052,257 11,228,509 
5,765,860 — 6,078,027 
1,700,000 — 1,500,000 
4,055.139 4,568,942 
4,476,956 5,149,503 
2,241.70 2,241.48 
67.7 64.9 


99 


rp oo Ee 


1,693,685 3 
2,348,502 
5,435,661 
2,889,822 


750,000 


1,384 


2,241.48 


65.3 


Comnnission in | 
+: | 
Finance Docket 
No. 5762 made public on Maxch 26, Com- | 





amounted to | 


The exports of intemal combus- 
tion engines in February, 1927, amounted | 
to $251,375 as against $352,427 in 1926. | 


The text of the statement of the De- | 


industrial | 





| 
| 


} 


i 


| 
| 
| 


| 


i 


| 
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sion’s investigation of the purchase of 
the 
deferred. 

The conclusions 
March:19, follows: 

The Chesapeake & Ohio Railway Com- 
pany, hereinafter called the C. & O., a 
carrier engaged in the transportation of 
passengers and property subject to the 
Interstate Commerce Act, on August 31, 
1926, in Finance Docket No. 5762, filed 
an application under paragraph (2) of 
section 5 of the Act for an order ap- 
proving and authorizing the acquisition 
by it of control of the Sewell 
Railroad Company, hereinafter called the 
Sewell, the Loop & Lookout Railroad 
Gompany, hereinafter called the Loop, 
and the Greenbrier & Eastern Railroad 
Company, hereinafter called the Green- 
brier, by purchase of their capital stock 
and by lease. The Public Service Com- 
mission of West Virginia advised that 
the proposed acquisition by the C. & O. 
of the railroads named appeared to be 
advantageous to the public. 


capital stock of that company, was 


of Division 4, dated 


Case Subject to Lien. 

Under the terms of a proposed inden- 
ture, the C. & O. will lease the Sewell 
for a term of one year and thereafter, 
subject to the lien of the outstanding 
mortgage,.and subject to the right of 
either party to terminate the lease at any 
time after the expiration of one year 
upon 60 days’ notice to the other party. 
It will pay a rental of $15,000 per annum, 
being a sum sufficient to enable the 
Sewell to pay the interest charges at 
the rate of 5 per cent per annum on the 
$500,000 of bonds outstanding which will 
mature November 15, 1938, until those 
bonds are paid and canceled, and there- 
after the sum of $1 per annum. The 
lessee agrees that it will pay all taxes 
and assessments against the leased prop- 
erty; will indemnify the lessor against 
elaims arising from or connected with 
the operation of the property during the 
term of the lease; will keep and maintain 
the leased property in good order and re- 
pair, and will faithfully perform towards 
the public all obligations due it from the 
lessor on account of the leased property. 
The proposed indenture of lease between 
the C. & 0. and the Loop is substantially 
simnilar to the above, with the exception 
that the rental will be $1 per annum from 
the date of the lease. 


the Sewell for 1924 is shown as $51,891 
and for 1925 as $107,220. The 
reports show for 1924 a net income de- 
ficit of $30,748 and for 1925 a net income 
of $21,784. The deductions from net 
railway operating income for 1924 in- 
clude rental paid for the Loop $46,076, 
miscellaneous rents $5,400, and interest 
charges of $31,279. For 1925 the Loop 


and miscellaneous rentals were approxi- | 


miaately the same, and the interest charges 
2 mounted to $34,404. The increase in in- 
come for 1925 over 1924 appears to be 
clue in large measure to the fact that in 
1925 the Sewell received from the Green- 
brier 1,291,022 tons of coal as compared 
with 967,832 tons in 1924, an increase 
of 323,190 tons. 

It is generally conceded that 2,000,000 
tons of coal per annum can and will be 
produced on the Greenbrier. On _ the 
basis of this figure, the C. & O. esti- 
mates the net railway operating income 
of the Sewell under independent opera- 
tion as $129,387, and under the C. & O. 
operation as $129,299. This latter figure, 
however, includes a reduction of 75 per 
cent in the present local freight rates 
on traffic other than coal and lumber, 
and swreduction of 40 per cent in the 
present local passenger fares. The net 
railway operating incomes stated above 
represent a return of 6 per cent per 
annum upon a value of approximately 
$2,155,000. 

Estimates 

Estimates of net railway operating 
income of the Sewell under independent 
operation for the five-year period from 
1926 to 1930 show, for the first year, 
$124,433, and for the fifth year, $280,- 
906. The figure for 1926 contemplates 
the production of 100,000 tons of coal 
z_long the lines of the Sewell and 1,550,- 
000 tons from the Greenbrier, The fig- 
ure for 1930 contemplates the produc- 
tion of 150,000 tons of coal along the 
lines of the Sewell and 3,000,000 tons 
from the Greenbrier. However, there 
appears be some question whether 


of Income. 


to 


| amounted 


Valley | 


it of 


; Ces 
| quisition by 


eatin | plication 
é a 


| railroads, 
; is a mere acquisition of 


| tinction between a consolidation 
' acquisition of control is not a difference, 


' Decided Mareh 21, 1927. 





Electrical 


Developme nt 


Development Begun 
Ot Power Project 
On River Shannon 


Transmission System — Will 


Link Up Large Cities 
of Irish Free 
State. 


Work on the power development of the 
River Shannon project in Ireland has 
been commenced with the erection of the 
first electric tower for the transmission 
of power, it was stated on March 26 
by the Department of Commerce, fol- 
lowing receipt of advices from Consul 
C. Ferris, Cobh, Ireland. 

The full text of the statement follows: 

With the erection of the first electric 
tower for the transmission of electricity 
from the River Shannon power project 
over the Dublin, Wicklow, Wexford and 
Waterford areas, the actual electrical 
work on this power development was 
commenced. 

To Link Large Areas. 

In the area mentioned and pending the 
completion of the works at Ardanerusha, 
current will be conveyed from the exist- 
ing electric power station in 
The next area to be linked up will be 
Limerick, Cork, and Waterford. All the 
towers will be erected, and their linking 
up will be complete according to reports 
in Ireland, by the middle of this year, 
The output of the power station at Ard- 
nacrusha in the full development will, it 
said be about 180,000 horsepower, 
which energy will be distributed over 
the Irish Free State in the form of elec- 
tricity, by means of high tension 
mission lines, at 
10,000 volts. 

Advanees by Contractors. 

According to a statement account 
for the financial year ended March 31, 
1926, recently made available by the De- 
partment of Industry and Commeree, the 
advances made from the Central Fund 
by the Minister for Finance into the 
Shannon Power Development Fund 
to £607,200. Against this 
sum advances have been made to the 
contractors amounting to £600,000 on 
account of the provision of plant and 
equipment for carrying out the work. On 
March 31, 1926, plant and equipment had 
been delivered on the site of the works 
to the value of £640,000. On October 1, 
1926, the total value was £990,000. The 
value of the plant and equipment still to 
be delivered wrepresents an additional 
£180,000, 


is 


trans- 


1,000,000, 38,000, and 


ol 


Greenbrier. One coal operator testified 
that the additional investment necessary 
to expand the mining facilities to en- 
able the production of that volume of 
coal would not be justified by the re- 
sults, while another coal operator testiy 
fied that he believed 2,500,000 to 3,000,- 
000 could be produced with the 
addition of some mine cars and some 
additional motors, and that in his opin- 
ion the necessary expenditures would be 
justified. The general testimony is to 
the effect that the market can absorb 
a larger volume of the character of coal 
mined along the Greenbrier. 

The C, & O. shows that operation by 
the Sewell and Loop will effect 
large economies in operating and ac- 
counting, and will result in greater op- 


tons 


| erating efficiency and more dependable 


service to the shippers and communities 


; served and to the public generally. 


It appears from the record that the 


| price which the C. & 0. proposes to pay 
| for the stock of the Sewell and the Loop, 


namely $1,000,000, plus the assumption 
of obligation and liability on $300,000 of 
Sewell bonds, is not unreasonable or ex- 
sive upon the basis of the fair value 


| of the physical properties of those car- 
} riexs 


and 
We 


their prospective earning 
find, therefore, that the ac- 
the C. & 0. of control of 
the Sewell and of the Loop, by purchase 


power. 


: fa. fe . | of their capital stock, and of ir prop- 
The net railway operating income of | u I rl stock ind of their prop 
j erties by lease, as set forth in 


the ap- 
Finance Docket No. 5762, 
will be in the public interest, and that 
the terms and _ condit under which 
such acquisitions of control are to be 
effected and the considerations to be paid 
therefor, are just and reasonable. 
An appropriate order will be entered, 
Eastman, Commissionc:, dissenting: 
Here the Chesapeake & Ohio proposes 
to own all the stock.of these two small 
to lease their property, anid 
their indebtedness. If this 
control under 
of section 5, then the dis- 
and an 


in 


ions 


to assume 


paragraph (2) 


ecisitons on Raies 
By the 
Interstate Commerce 


| 


Commission 


Rate decisions made public by the In- 
March 


terstate Commerce Commission 
26 are summarized as follows: 
No. 16374. Minnesota-Atlantie Transit 


Company v. Chicago, St. Paul, Minneap- 


lolis & Omaha Railway Company, et al, 


Refusal of de- 
fendant rail lines at Duluth, Minn., to 
accord complainant boat line increased 
divisions for handling carload freight be- 
tween theix cars and the floors of the 
dock owned by the owner of complain- 
ant’s capital stock found not unjustly 
discriminatory, unduly prejudicial, nor in 
violation of paragraph (4) of section 1 
of the aet. Complaint dismissed. 

No. 17621. Dan Wuille & Co., Inc., et 
al. v. Spokane, Portland & Seattle Rail. 
way Company, et al. Decided March 19, 
1927, Rate applicable on a carload of 
apples from White Salmon, Wash., to 
Phoenix, Aviz., found unreasonable, but 
not otherwise’ unlawful. Payment of 
outstanding undercharges waived and 


3,000,000 tons will be produced on the reparation awarded, 


Dublin,’ 


\ 


' 


é 


" 
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French 


Economics 


: 


Of Commodities Sets 
Record for Month 


Sales of Department and 
Chain Show 
Increase for 
February. 


Stores 


[Continued From Page 1.] 
this year than in the corresponding pe- 
riod of 1926. The value of building con- 
tracts awarded in February was 3 per 
cent smaller than j-- the same month of 
last year, but awards for tke first three 
weeks in March - ere in approximately 
the same volume as in 1926. Contracts 
in Southeastern and Northwestern States 
have been considerably smaller than a 
year ago, while those in the Central 
West have been much larger. 

Retail trade showed less than 
usual seasonal decline between January 
and February. 
stores and chain stores were 
than in February of last year, 


larger 
while 


those of mail order houses were smaller. ! 


Wholesale firms reported a smaller 
volume of busines: in February than a 
year ago, and this decline occurred in 
nearly all leading lines, 

Inventories »f department stores in- 
creased in February in anticipation of 
the usual expansior_ in spring trade, but 
the growth was less than is customary 


at this season and at the end of the | 


month stocks were slightly smaller than 
a year ago. Stocks of merchandise car- 
ried by wholesale firms also increased 
in 
smaller than in the corresponding month 
of last year. 
Railway Shipments Rise. 

Railroad shipments of commodities 
have increased steadily since January by 
more than. the usual seasonal amount 
and have exceeded those for the same 


period last year, owing to larger® ship- | ! 
| been realized, and 


miscellaneous 
merchandise in 


ments of coal, of 
modities, and of 
than-carload lots. 

Wholesale prices, according to 
index of the Pureau of Labor Statistics, 
continued to decline in February, 
Among nonagricultural products 
creases occurred in the prices of coal, 
petroleum, iron and steel, nonferrous 


com- 


nonagricultural prices as a group was 
at the lowest post-war level. 

Prices of livestock and livestock prod- 
ucts and of clothing materials advanced 
in February. 
weeks of March there were decreases in 
prices of grains, livestock, sugar, silk, 
wool, coal, petroleum, and gasoline, 
while prices of potatoes, pig iron, hides, 
and rubber advanced. 

Demand for Credit Grows. 

Demand for commercial credit at mem- 
ber banks in leading cities increased 
seasonally between the middle of Febru- 
ary and the middle of March. There 
was also growth in the volume of funds 
used in the security market as indicated 
by increases in loans to brokers and 
dealers in securities. Consequently total 
loans of the reporting banks at the end 
of the period were close to the level 
of last autumn. 

Financial operations of the 
States Treasury 


United 
around the middle of 


March, with disbursements temporarily | 


in excess of receipts, resulted in a tempo- 
rary abundance of funds which was re- 


flected at member banks in leading cities 


in a growth of deposits, in reduced in- 
debtedness at the reserve banks and in 
increased holdings of securities. 

At the reserve banks, 


ties accompanying the financial opera- 
tions of the Treasury, the total volume 
of credit outstanding on March 25 
somewhat larger than four 
earlier. 

Conditions in the money market 
March were slightly firmer than in Feb- 
ruary, Rates. on prime commercial 
paper advanced from 4 per cent to 4% 
per cent and call money was also higher, 


weeks 


while rates on acceptances declined some- | 


what. 


Bank Debits Reported 
Below Preceding Week 


Debits to individual accounts, as re- 
ported to the Federal Reserve Board by 
banks in leading cities for the week end- 


ing March 23, 1927, aggregated $13,759,- | 
000,000, or 7.1 per cent below the total | 


of $14,815,000,000 reported for the pre- 
ceding week. 

Total debits for the week under review 
are $1,330,000,000, or 10.7 per cent above 
those for the week ending March 24, 1926. 
New York City reported an increase of 
$929,000,000, Boston $90,000,000, Chicago 
$87,000,000, 
Los Angeles $32,000,000 and Pittsburgh 
$25,000,000. 
000,000, vas reported by Detroit. 

Aggregate debits for 141 centers for 


since January 1919 amounted to $13,019,- 
911,000, as compared with $14,048,649,000 
for the preceding week and $11,725,656,- 
000 for the week ending March 24, 1926. 


New Schedule of Freights 
Asked on Fiber Wall Board 


The Upson Company, of Lockport, N, | 


Y., has requested the Interstate Com- 
merce Commission, in a complaint, 
Docket No. 1934, just made public, 
to order establishment from Lockport to 
all points in Official Classification Ter- 
ritory of reasonable and nondiscrimina- 
tory through routes and joint rates on 
fiber wall board. The company also seeks 
reasonable and nondiscrininatory rates 
to Ohio River crossings on traffic des- 
tined beyond which in no event are rela- 


tively higher than the rates on plaster | 
wall board from Buffalo and Oakfield, | 


{ cured 
the 





' ceased 


less- | 


the | 
; increasing difficulties 
continued day by day to react more and | 
de- | The | 
| treasury, deprived of the regular 
c | ply of available funds from the savings 
metals, and lumber, and the index for | 


| debt, 


During the first three | 


| being steadily and rapidly used up. 
the beginning of March it had been re- 





av Was | 


in | 


| of note circulation. 


San Francisco $43,000,000, | 
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Finance 


Railway Distribution | Bark of France Reports Financial Situation 


Showed Notable 


Readjustment on Recovery o 


Severe Than Had 


| Details of the efforts made by “the 


French Government and the Bank of 
France to curb the French financial crisis 
were related in the annual report of 
the directorate of the Bank of France, 
copies of which have just been received 
by the Federal Reserve Board. 

In the section of the report made pub- 
lic by the Board it was stated that the 
“inevitable readjustment” between do- 
mestic and foreign purchasing power of 
the frane had not been and would not 
be so severe as had been generally 
feared. 
there should not be any overconfidence 


| and added that “only when the whole of | 
| our fiduciary circulation, definitely re- 


moved from the influence of the require- 
ments of the government, shall be 
by liquid and realizable assets, 


se- 


will the Bank be able to exercise in the | 


| best interests of the 
Sales of department | z 


market the 
latory powers conferred upon it by its 
charter.”” 

Following is the text of a statement, 
including a part of the report, made 
public by the Board: 

The annual report of the Bank of 
France for 1926, presented to the meeci- 


| ing of the stockholders on January 27, 


1927, contains the following discussion 
of the economic and financial situation 
of the country: 

The year just past was marked by a 
severe financial crisis and then by a 


| vigorous and remarkable recovery in the 


general situation. The disastrous series 


es | of inflations, the alarmin rowth of 
ebruary, but they were generally | 4 


which was discussed in our last report, 
has been brought to an end. 
storation of 
health, 
which 


monetary and 
a condition the necessity of 
your board of directors never 
to emphasize during the past 
year, and the fulfillment of which they 
never Ceased to demand, has happily 
now the future can 
be faced with confidence. 
Bank Financed Treasury. 


During the first half of the year the | 
treasury | 


of the 


more disastrously on our money. 
sup- 


banks, was forced, in order to meet its 


budget charges and those of the floating | 
to avail itself of advances which | 


the law of December 4, 1925, had au- 
thorized the bank to extend. 

On January 1 the debt of the Govern- 
ment to the bank was slightly less than 
35,000,000,000 francs, while the legal 


maximum ‘authorized by previous agree- | 


ment ‘was 38,500,000,000 francs. The 
available margin of 3,500,000,000 was 
At 


duced to 2,800,000,000; at the beginning 
of June to 1,600,000,000; at the begin- 
ning of July to less than 1,000,000,000; 
toward the end of the same month to 
only a few tens of millions. On July 21 
we were compelled to warn the treasury 
that if it could not arrange to increase 
its current account with the bank by im- 
meditely realizable assets, we should find 


j ourselves under the necessity Of sus- 


pending our “payments on account of 
the State” throughout the country. 

In order to avoid the adoption of so 
severe a measure, we then agreed to 
purchase from the treasury the re- 
mainder of the available foreign ex- 
change holdings in the Morgan loan, 
stipulating that this acquisition of for- 


| eign exchange should not interfere with 
following | 
changes in holdings of bills and securi- | 


our power of issue for the benefit of 
comnaérce and industry, and that, to 
this end, it should be accompanied by a 
parallel and equal raising of the legal 
limit of the note circulation. The de- 
tails of this-Arrangement, authorized 
by Parliament, were made the basis of 
an agreement on July 24. The drain 
of the treasury on the bank during this 
time naturally influenced the volume 
The total circula- 
tion, which stood at about 51,000,- 
000,000 at the beginning of the year, 


| rose to 52,000,000G00 in March; to 53,- 


000,000,000 in May, and to 57,000,000,- 
000 om August 5. 
Exchange Market Disturbed. 

The acute crisis of the treasury and 
of the note circulation, and the alarm 
concerning the fate of the franc which 
this crisis caused both in France and 
abroad, brought about a disturbance of 
exceptional severity on the exchange 
market. The appreciation of foreign 
exchanges, noted at the close of last 


; year, increased rapidly during the first 


months of the year under review. From 
130 francs in January, sterling rose 
almost continuously to 185 franes in 
February, to 140 francs in March, and 
to almost 150 franes at the end of 
April. During May the rise increased 


2 | sharply; toward the middle of the month 
The largest decline, $61,- | 


sterling had risen to 172 francs. 
In order to check this movement, 


| which threatened t sult in the col- 
which figures have been published weekly | - pennee Oe tone fe Sa 


lapse of the franc, the Government then 
decided to use, by sale in the open mar- 
ket, part of the foreign exchange hold- 
ings of the Morgan loan, the safekeep- 
ing ~£ which had been intrusted to the 
bank at the close of 1925 under con- 
ditions set forth at that time. Although 
your board of directors doubted the 
effectiveness of intervention of this kind 
to control a crisis, the reasons for which 
were far more fundamental than a 
merely speculative movement, in con- 
Mich., and other competitive points of 
origin. 

The company requests that the official 
classification rating on fiber wall board 
be reduced to sixth class so long as plas- 
ter wall board takes such rating and 
that the Commission determine what pro- 
portion of. gypsum must be added to the 
Upson Company’s product to make it 
available for shipment as plaster wall 
board. The company claims $100,000 


N. Y,, Plasterco, Va, Grand Rapids, ' reparation on past shipments. 


The report urged, however, that | 


regu- | 


Thus the | ,; ~ : 
: DEC eee. | visks of inflation from budget require- | 
| first condition indispensable to the re- | 7 = res | 


financial | 


Improvement Last Y ear 


f Frane Found to Be Less 
Been Expected. 


trast to that of 1924, nevertheless they 
| placed at the disposal of the Goven.- 
ment, as they vere under obligation 
to do, the amounts of foreign exchange 
which were demanded of them for de- 
fense of the franc and oc which the 
bank had assumed merely the care and 
administration. 

After a short pause at the end of May, 
the rate on foreign exchanges rose again 


weeks, sterling had advanced to the high 
level of 245.25 franes, quoted on July 
20, and the dollar to almost 50 francs. 
Our exchange market was seized with 
an unprecedented panic which, going be- 
yond the limits of the bourse, extended 
even to the savings institutions, and 
which no artificial intervention however 
strong could possibly overcome. 
Credit of France Restored. 


| mination to bring abeut reform—these 
| alone could create a spirit of national 
confidence capable of putting an end to 
the most desperate monetary crisis 


By strengthening the equilibrium 





tures, by undertaking to regulate the 


assurances that they would respect the 
obligations which they had incurred, ‘the 


public authorities restored the credit of | 


the franc within a few days, both at home 
and abroad. 

A new and heroic fiscal effort and the 
adoption of an extensive program 
reforms and economies removed 


of 


the 


ments. The administration of national 
defense bonds was given to an auton- 
| omous bureau, endowed with suitable re- 


sources and with constitutional guaran- | 


| ties. The issue by this bureau of a first 
| installment of 3,000,000,000 of securities 


and the floating of 1,400,000,000 of 10- | 


| year treasury bonds, were the first steps 


of a policy necessary for consolidation 


| and amortization. 


to lower the rate of interest on national 
defense bonds, and for the bureau of ad- 


curities. The resumption of regular im- 
payers hastened to make their payments, 
sometimes in advance, have brought 


this has been clearly reflected in the 
steady reduction of our advances to the 
State. 
Treasury Reduces Debt. 
The debt of the treasury to the bank, 


which had reached 38,000,000,000 on 


July 22 


aay 
} 000. 
made on December 29, 1920, the provi- 
sions of which were authorized by the 
law of December 31 of that same “year, 
the Government had assumed the obliga- 
tion of paying off its debt to the bank at 
the rate of not less than 2,000,000,000 
franes each year. 
| agreement, a first payment of 2,000,000,- 
| 000 francs was made at the end of 1921. 

During the next four years the ex- 
penses of the treasury made it impossible 
for the Government to discharge its obli- 
gations to the full amount. The annual 
amortization payment for 1922 had to be 
reduced to 1,000,000,000 franes; for 1925, 
to 800,000,000 franes; for 1924, to 1,200,- 


000,000 francs. At the end of 1926, for 
the first time in five years, the Gov- 
ernment was in a position to turn over 
. to the bank the full amount of its an- 
nual amortization payment of 2,000,000,- 
000 francs as fixed by our agreement. 
This payment was made on December 
31, 332,000,000 frances by applying the 
surplus available at the end of the year 
from the reserve and amortization ac- 
count, and the remainder of the amount 
by drawing on the resources of the treas- 
ury. 





of the State to the bank was reduced 
| to 34,000,000,000 francs and the legal 
limit of authorized advances was also 
reduced from 38,500,000,000 francs to 
36,500,000,000 frances. 

It is unnecessary to stress the im- 
portance of this achievement. It is evi- 
dence on the part of the public authori- 
ties of a firm purpose, solemnly affirmed 
by the Government, not only to avoid in 
the future all recourse to advances from 
the bank to meet the expenses of the 
State, but also to adhere scrupulously to 
its undertakings made with the support- 
ters of the franc, and to carry out a pro- 
gram of debt payment which is and will 
continue to be the determining condition 
of our monetary recovery. 





of course profoundly influenced the in- 
ternational value of the franc, and the 
first effects were immediate. In a few 
days the rate of sterling had fallen 80 
points, from 240 francs to 160 francs; 
the dollar declined in a parallel move- 
ment from 49 franes to 32 frances. At 
the beginning of October the improve- 
ment of the franc was again more rayéd. 


uninterrupted rate. At the end of the 
year the rate of sterling and of the dol- 
lar fluctuated around 122.50 and 25.25 
franes, respectively, considerably lower 
than the rates quoted in,the last days of 
1925. 

On several occasions during the past 
six months, without making any prom- 
ises in this respect or assuming any 





obligations for the future, the bank has | 


profited by favorab!> circumstances to 
intervene directly on the exchange mar- 
ket in order by timely additions to build 
up its necessary foreign exchange re- 
serves, and to assist the Govezn: 

| protecting the course of the franc 
| against too sharp fluctuations, disastrous 





from the beginning of June; in a few | 


| Adjusted service certifi- 
A systematic plan, a vigorous deter- | 


which France had suffered since the war. | 
be- | 
tween budgetary receipts and expendi- | 


| . % 
| Foreign xchange 


| floating debt, and by giving emphatic | 


| to the 


The recovery of the capital market and | 
the consequent subscriptions to the bonds | 


made it possible finally for the treasury | England (pound sterli: 
ingle pound sterling)..... 


ministration to adopt a new policy with | 
regard to the purchase of short-term ge- | 


ports, the alacrity even with which tax- | 
| Poland (zloty). sete eereeeere 
s iv: | Portagal (esttdo). ....6..60005% 
much easier conditions for the treasury | 
during the second half of the year, and | 


had declin accord _| China 
ed according to our | China 


statement of December 30, to 36,000,000,- | 
By the terms of the agreement | 


In fulfillment of this | 


000,000 francs; and for 1925, to 1.000,- | 





This effort to reestablish our finances | 


It has continued since then at an almost | 





Excha nge 


Rates 


U. S. Treasury Statement 
March 24, 1927. 
(Made Public March 26, 1927.) 


Receipts, 
Customs receipts 
Internal-reyvenue = re- 
ceipts: 
{ncome‘tax ..++--.... 
Miscellaneous internal 
TEVONUE ocesiee-.., 
Miscellaneous receipts 


12,012,722.10 


1,834,499,25 
951,464.91 
$16,685,677.69 
10,699,150.00 
410,851,390.77 


Total ordinary receipts 
Public debt receipts 
Balance previous day.. 


Total bv 6 
Expenditures. 
General expenditures. , 
Interest on public debt.. 
Refunds of receipts 
Panama Canal ..- 7 
Operations in special ac- 
counts 


$3,594,087.88 
2,567,125.07 
677,916.98 


284,775.12 
cate fund 


Civil service 
fund 


, 261,474.34 
retirement 


a 
Total ordinary eXpen- 
ditures 
Other public debt 
penditures 
Balance today 


$6,902,622.43 
eX- 
§2,208,232.8 
409,125,363, 


$468,236,< 


Total 


(By Telegraph] 
New York, March 
Reserve Bank of New Y 


— The 


Federal 


Secretary of the Treasury the fol- 
lowing: 
March 26, 1927 
In pursuance of the provisions of Section 
522 of the Tariff Act 
the conversion of f 
purpose of the ass 
duties upon merchandise imported into the 
United States, we have ascertained@ and 
hereby certify to you that the buying rates 
in the New York market at noon today for 
cable transfers payable in the foreign cur- 
rencies are shown below: 
Respectfully, 
Manager, Foreign Department: 
Country 
Europe: 
(schilling ) 
(belga). . 
aria (lev)..... 
Czechoslovakia (krone) 
Denmark (krone) 


ign currency for the 


-14072 
-1390 
-007258 
-029616 


-2666 


fium 


Finland (markka) . 
France (franc) 
Germanv (reichsmark ) 
Greece (drachma).. 
Holland (guilder). . 
Hungary (pengo).. 
Italy (lira)....c2++ 
Norway (krone) 


01 
-4001 
-1748 
.0458 
-2607 
1142 
0511 
-006518 
«1789 
-2678 
-1924 
-017590 


Rumania (leu) 

Spain (peseta) ...... 
Sweden (krona)..... 
Switzerland (franc). 
Yugoslavia (dinar)............. 
Asia: 
China 
China 
China 
China 


(Chefoo tael) 
(Hankow tael)........... 
(Shanghai tael).......... 
(Tientsin tael)... 
(Hongkong dollar) 
(Mexican dollar) 
China (Tientsin or Peiyang dol. 
China (Yuan dollar) 
India (rupee). , 
Japan (yen).. 
Singapore (S. 
North America: 
Canada (dollar)..... 
Cuba (peso).. 
Mexico (peso) 2 bie 
Newfoundland (dollar) 
South America: 

(gold) 


-6390 
-6304 
-6079 
-6419 


4854 
8S.) (Cdollar)..... 

-000712 
-999500 


469833 


-998406 


Argentina (peso) 
Brazil (milreis) 
Chile (peso). 
Uruguay (peso). 


-9616 


to our national ec.nomic life, which 


| might result from excessive speculation. 


These operations were carried on under 
the provisions of the law of August 7, 
which authorized the bank to undertake 
the purchase of foreign exchange in the 
open market. ; 
The same law, by removing in respect 


to the bank the prohibition (law of Feb- | 


ruary 12, 1916) against purchases of na- 
tional money at a premium, gave the 
bank power to acquire bullion and gold 
and silver coins at a price above their 
monetary parity. We have made use 
of this authorization since September 27 
to buy from the public gold and silver 


coin, French or foreign, at varying prices, | 
which we fixed according to the rate, ex- 
| pressed in francs. of gold and silver on | 
As a result of this repayment, the debt | 


the international market, 
Action Produced Benefits. 

These operations, carried on for the 
public welfare and not intended to be 
the source of profit to the bank, have 
made it possible to put back into cir- 
culation in the form of bank notes se- 
cured by liquid and immediately realiza- 
ble assets, the monetary stocks hitherto 
rendered useless by unproductive hoard- 
ing; to prevent. by removing all incen- 
tive, the export of and illegal trading 
in national money; finally, and most im- 
portant, to concentrate in our 
without our having to go to the foreign 
exchange market or to float foreign loans, 
large exchange resources which, while 
they improve the security against our 
fiduciary issue, can also be used when 
the time comes, for the work of financial 
reconstruction undertaken by the Gov- 
ernment, 

The purchase price of gold coins, fixed 


at the beginning of.these operations at | 


19.75 francs per gram of fine gold, de- 


| clined progressively to 14 frances, in pro- 


portion as the rate of the franc improved 
on the exchange market. Silver coins 
were bought, at first at 59 centimes per 


gram of fine silver, later at 55 centimes. | 


From October 11 we suspended tempo- 
rarily the purchase of this kind of coins, 
not only because of the large amounts 


offered by the publie and the consequent | 


interference with our work, but also be- 
cause of the situation on the silver mar- 
ket. On December 31 the value at mone- 
tary parity, of the gold and_ silver 


moneys bought by the bank since Sep- | 


tember 27, amounted to almost 341,000,- 
000 francs—at the international market 
price, to more than 1,500,000,000 francs. 

In order to prevent these purchases 
of money and. foreign exchange and the 
issues of bank notes to which they would 
give rise, from reducing the margin of 
issue necessary for the credit needs of 


$1,886,991.43 | 


$468,2386,218.46 


21,804.18 | 


Customs Receipts for Current Year 
Are Estimated as Hi ghest on Record 


18,387.54 | 


today certified | 


of 1922, dealing with | 


ent and collection of | 


hands, | 


YEAR 


INDE .” 265) 


Banking 


Analysis of Receipts and Expenditures of the Treasury 
at Close of Business March 24, as Made Public March 26. 


And Comparison of Current and Preceding Fiscal Years. 


/REGEIP TS (IN MILLIONS OF DOLLARS) 


1000 1@00 1400 


47.9% 
INCOME TAX 


15.2% 
CUSTOMS 


53.0 
GENERAL 
53.6% 


Treasury Figures Revenue 


| this is withdrawn, the duty must be paid 
| and there was some evidence, Mr. Camp 
| said, that withdrawals already 
| started. 

The jatest official records of the divi- 
sion showed that sugar in bonded ware- 
houses on December 81 amounted to 
| 412,000,000 pounds, an amount which 
| Mr. Camp described as extraordinarily 





| large for this season. 
parison, the records revealed that the 
total in storage 
| was 47,000,000 pounds. 
Mr. Camp was unable to explain the 
unusual course taken by the sugar trade, 


| but he asserted that there was a continu- | , i 
| receipts from sugar in the two months, 


ing growth in the number of consump- 
| tion entries at New York—using that 
| port as typical—in all other commodi- 
ties excepting only wool. Between Jan- 


uary 1 and March 15 of this year, the i 


| entries at New York totaled 51,437 com- 
| pared with 50, 
| last year. From this and data on other 
| ports -he deduced that the falling off in 
| the sugar imports probably was being 
| more than offset by increases in other 


~ | commodities. 


And the Director insisted that there 
was still the probability that a consider- 





| gust 7 provided that the legal limit for 
note circulation, last fixed at 58,500,000,- 
000 by the law of December 
should be automatically increased by an 
amount equal to the value of the specie 
and exchange acquired by the _ bank. 
Up to the present time, however, this 
complementary margin of issue has not 
been used. 
Note Circulation Declines. 

The withdrawal of notes during the 
second half year which resulted from the 
return of confidence, the easier condi- 





tion of the treasury, and the abundance } 


of available capital, all made it possible 
in fact to carry on our purchases of 
money and exchange without increasing 
the volume of circulation, which 
even been considerably reduced. The to- 
tal of notes in circulation, which amount- 


| frances, was on December 30 last not 
more than 53,000,000,000 francs—less by 
6,000,000,000 franes than the legal maxi- 
mum of 58,500,000,000 francs fixed by 
the law of December 4, 1925. It is un- 
necessary to add that this item of about 
53,000,000,000 francs includes, without 
exception, all notes issued by the bank 
for any purpose whatever. 

The expansion of the capital market 
| is similarly shown by a considerable in- 
crease in our current deposit accounts. 

During the first part of the year the 
; premium on exports, due to the differ- 
ence between the domestic and the world 
price and the increase in retail buying 





| within the country, stimulated produc- | 


| tion and augmented its volume. During 
| the last three months industry and com- 
| merce have experienced the 


| financial reconstruction. 


The value of the france in 


| the same time last year; the result of 
this is that domestic prices in France 
are actually close to the average level 
| of gold prices in the leading countries of 
| Europe, and even in some cases above 
| them. It is this inevitable readjustment 
between the domestic and foreign pur- 
| chasing power of the franc which today is 
causing a sharp reduction in orders and 
forcing commerce and industry 
adapt themselves to normal money con- 
ditions. It seems on the whole that the 
matter is not so serious has been 
generally feared. 
More Efforts Required. 


is 


| 
as 


financial situation should not make us 
| lose sight of the efforts which must still 
| be made to restore a genuine financial 
| equilibrium. Of a total of notes in cir- 
culation of about 53,000,000,000 francs, 
more than three-fourths are at the pres- 
ent time still covered by our advances, 
direct or indirect, to the Government, 
and are thus almost entirely beyond the 
control of the bank of issue. This is the 
fundamental cause of the depreciation 
| and the instability of the franc. 

| Just so long as this circulation for ac- 
; count of the State has not been with- 
| drawn, and replaced by a circulation en- 
| tirely secured by metallic reserve and 
by those commercial operations which 
constitute the normal cover for bank 
notes, the value of the franc will be 
| exposed alternately to the ebb and flow 
| of confidence and to speculative opera- 
tions. Only when the whole of our 
fiduciary circulation, definitely removed 
i from the influence of the requirements 
of the Government, shall be secured by 
liquid and realizable assets, will the 
bank be able to exercise in the best in- 
terests of the market the 
power conferred upon it by the terms of 
its charter 





1926 TOTAL 2,828.142,294.51 


EXPENDITURES (IN MILLIONS OF DOL’ 
66 500 400 100 1900 


INTONPUB.DEBT MISC. PUB.DEBT RET’S 


| 000,000; Largest Amount Under Tariff Law Anticipated. 


[Continued from Page 8.] 
have } 


' was said to be problematical. 


By way of com- | 


on December 31, 1924, | 


237 for the same period of | 


commerce and industry, the law of Au- | 


4, 1925, | 


has | 


ed on August 5 to almost 57,000,000,000 | 


inevitable | 
economic handicaps which accompany all | 


the world | 
' market is higher today than it was at | 


to | 


The questionable improvement in our } 


regulatory | 


Teo0 _ 1800, 


MISC.INT. REV. 


. ' 


123 14.5 


19.8% 9.9% 16.7 % 


| 


Will Approximate $600,- 


able amount of the sugar stored would 
be withdrawn before the end of the cur- 
rent fiscal year. He suggested that if 
all of it were taken out of storage, the 
Treasury would receive in excess of | 
$8,000,000 in revenue, but this, of course, 
It was | 
merely pointed to as within the realm 
of possibility and to show the heights 
to which the revenue from imposts might 
go this year. 

“The figures we have,” said Mr. Camp, 
“discount what some might regard as an 
| indication of a falling off of business in 
January and February. It readily 
seen that instead of having the normal 





is 


the sugar is already here and stored and 
meanwhile the entries of other commodi- | 
ties has increased.” 

As regards the wool inportations, cal- | 
culations of the Division showed a de- | 
crease of almost 40 per cent at New 
York in January and February from 
the same months last year. The receipts 
between January 1 and March 15 were 
given as $5,059,327 while for the same 


| period last year the receipts aggregated 


$8,474,523. 
While about three and a half million 

| dollars loss is shown by that comparison, 

it strengthened, according to Mr. Camp, 

| the Department’s belief that the impor- 

' tations of other commodities were respon- 

sible for a really big year for the service. 
In the following table is shown the 

receipts by months in the current and | 

previous fiscal years: | 
Month— 

July 

; August 

September ..... 

Getober : .< cxeue 

November ..... 

December ...... 

FANUALY .scaves 

February ...0-. 


1926 
$45,156,030 
49,113,770 
51,017,333 
52,837,250 
48,276,012 
46,223,418 


2927 
$49,351,884 
51,814,615 
55,596,075 
60,968,765 
52,655,253 
48,431,263 
44,695,281 46,398,539 
43,378,812 47,615,073 


Per Capita Expenses 


Of Delaware $18.29 





of 
Maintenance and Operation 
and Public Works. 


Revenues Exceed Cost 


A summary of the financial statistics | 


| of the State of Delaware for the fiscal 
year ending June 30, 1926, just announced 
by the Department of Commerce, dis- 
| closes payments for maintenance and 
operation of the general departments 
amounting to $4,571,251, or $18.29 per 
capita, with total revenue receipts of 
$7,880,570, or $32.97 per capita. 
Following is the full text of the sum- 
mary: 
The for 


Expenditures: payments 


maintenance and operation of the gen- ! 


eral departments of Delaware for the 
year ending June 30, 1926, 
amounted to $4,371,251, or $18.29 per 
capita. This includes $1,361,416, appor- 
tionments for education to the’ minor 
civil divisions the State. In 1925 
the comparative per capita for mainte- 
nance and operation of general depart- 


fiscal 


of 


ments was $17.29. 

The interest on debt amounted to $599,~ 
553; and outlays for permanent improve- 
ments, $2,670,467. The total payments, 
therefore, for expenses of general de- 
partments, interest, and outlays were 
$7,441.271. The totals include all pay- 
' ments for the year, whether made from 

current revenues or from the proceeds 

of bond issues. 

Of the governmental costs reported 
above. $2,216,871 was for highways, 
$203,612 being for maintenance and $2,- 
015,259 for construction. 

Revenues: The total revenue receipts 
of Delaware for 1926 were $7,880,570, or 
$32.97 per capita. This was $3,109,766 

| more than the total payments of the 
| year, exclusive of the payments for per- 
| manent improvements, and $439,299 
| more than the total payments including 
| those for permanent improvements. This 
excess of revenue receipts is reflected in 
| purchase of investments and in cash bal- 
ances, not shown in this summary. 

Property and special taxes represented 
61.9 per cent of the total revenue for 
1926, 48.4 per cent for 1925, and 28.1 per 

| cent for 1917. The increase in the amount 
of property and special taxes collected 
was 672.9 per cent from 1917 to 1925, 
| and 37.6 per cent from 1925 to 1926. The 
per capita property and special taxes 
were $20.41 in 1925, $15.17 in 1925, and 

$2.11 in 1917. 
| Earnings of general departments, or 
compensation for services rendered by 


| ordinary 


TODAY’S 
PAGE 


Customs 


Receipts 


Reorganized Bank 
In Sao Paulo Plans 
To Finance Farming © 


Majority Stock in Institution 
Is Said to Be Held by 
Treasury of 
State. 


An outline of the organization of the 
new Banco de Estado de Sao Paulo, has 
just been received from Assistant Trade 
Commissioner R. C. Long, who is sta- 
tioned at Sao Paulo, Brazil. The full 
text of Mr. Long’s statement follows: 

This Institution was originally organ- 
ized in 1904 as an agricultural bank un- 
der the name of J. Loste & Cia., and 
was granted certain favors by the State 
of Sao Paulo for the purpose of enabling 
the company to assist the agricultural 
interests of the In 1909 it was 
reorganized under the name of Banco 
Hypothecario e Agricola do Estado de 
Sao Paulo, with a capital of 6,360 contos, 
which was increased to 20,000 contos in 
1924. 

In November, 1926, it was reorganized 
under the name of Banco do Estado de 
Sao Paulo, and the capital increased to 
50,000 contos, the majority of which is 
held by the Treasury of the State of 
Paulo and the Institute for the 


State. 


Sao 


| Permanent Defense of Coffee. The other 


shareholders are the Banco do Com- 


| mercia e Industria de Sao Paulo and the 
| Banque 


Francaise et Italienne pour 
l’Amerique du Sud. The Treasury of the 
State of Sao Paulo holds 188,877 shares, 
having increased its holdings by taking 
116,526 shares of the new capital in- 


| crease authorized by the bank. The Cof- 


feet Institute holds 51,812 shares, inelud- 
ing 31,087 shares of the new capital. 
Interest Guaranteed. 

The State guarantees 6 per cent in- 
terest on the capital stock, but it is un- 
derstood that it does not legally guaran- 
tee the operations of the bank in any 
way. However, as a State institution, it 
has the moral backing of the Govern- 
ment, and will undoubtedly enjoy: many 
special privileges. 

The statutes of the bank provide that 
it may engage in practically all kinds of 
banking operations, but a recent state- 
ment by the directorate indicates that 
preference will be given to the current 
financing of agriculture rather than the 
long-term mortgage loans, the latter to 
be considered only after the requests for 
financing crops have been attended to. 


Danish East Asiatic Co. 
Earnings Are Reported- 
H. Sorensen, Commercial Attache at 


Copenhagen, has notified the Department 
of Commerce that gross earnings of the 


| Danish East Asiatic Co. in 1926 totaled 


14,600,000 crowns, which, together with 


} the sum of 5,000,000 crowns carried over 


from the preceding year’s accounts, re- 
sulted in a total of 19,600,000. After the 
expenses and amortization 
charges have been subtracted a dividend 
of 10 per cent will be paid to the share- 
holders and the balance, about 4,300,000 
crowns, will be transferred to next year’s 
accounts. The company’s trade activities 
have been reduced in turnover from 930,- 
000 tons in 1925 to 680,000 tons in 1926 
and profits both of the main house and 
the various branches haye been reduced 
proportionately. (The average rate of 
exchange of the crown for 1926 was 
$.2623). 


Danish Shipping Company 
Doubles Annual Profits 


H. Sorensen, Commercial Attache at 
Copenhagen, has notified the Depart- 
ment of Commerce that net earnings of 
the United Steamship Co. increased in 
1926 to 3,429,000 crowns, from 1,772,000 
crowns in 1925. 

As a carry over of 474,000 crowns was 
brought forward to the 1925 statement 
whereas nothing was carried over to 
the 1926 statement the result is really 
more favorable than appears from the 
figures. 

The company’s fleet at the beginning 
of 1926 totaled 114 steamships and 7 
Diesel ships besides a .umber of lighters 
and smaller craft with a gross tonnage 
of 226,208. The fleet, according to the 
latest statement, is valued at 66,900,000 
crowns. (The average ‘exchange rate 
of the crown for 1926 was $.2623.) 





| 
| 
| State officials, represented 4.5 per cent 
| of the total revenue for 1926 and 4.2 per 
| cent for 1925. 
| Business and nonbusiness licenses cons 
| stituted 18.8 per cent of the total reve- 
| nue for 1926, 18.1 per cent for 1925, and 
| 39.0 per cent for 1917. 
| Receipts from business licenses con- 
{ sist chiefly of taxes exacted from insurs 
| ance and other incorporated companies 
| and from sales tax on gasoline, while 
| those from nonbusiness licenses comprise 
| chiefly taxes on motor vehicles and 
| amounts paid for hunting and fishing 
privileges. 
Indebtedness: The net indebtedness 
(funded or fixed debt less sinking fund 
assets) of Delaware on June 30, 1926, 
was $8,205,640, or $34.33 per capita, 
In 1925 the per capita debt was $31.30, 
and in 1917, $4.02. 
Assessed Valuations and Tax Levies: 
For 1926 the assessed valuation of 
| property in Delaware subject to ad 

valorem taxation was $252,041,739; the 
| amount of State taxes levied was $630, 
} 104; and the per capita levy, $2.64, 
In 1925 the »er capita levy was $2.59. 

In 1917 Delaware made no levy of 
the general property tax for State pure 
poses. 
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Optical Industry 


_ Patent on Temple Bar Construction Not Infringed 
} As Defendants Structure Went to Prior Art 


> 
| spect to the eyes that will be of simple 


Accounting and Order 
To Restrain Is Refused 


- 
ecision Is Rendered in Suit 
Brought by Bay State 
Optical Company. 


Bay State Opticat Co. v. Morris AND 
Isipore’ KLEIN AND LouIS DUNKLE- 
BERG, INDIVIDUALLY AND AS COPARTNERS 
Doinc BuSINESS AS NEWPORT OPTICAL 
MANUFACTURING Co. AND NEWPORT Op- 
TICAL MANUFACTURING Co., INc.; Dis- 
trict Court, EASTERN District, New 
Y., No. E. 2098. 

Infringement was not found in this 
suit in equity for an injunction and ac- 
counting for an alleged infringement of 
Letters Patent No. 1472014, issued to 
Stephen J. Clules for: temple-bar con- 
struction, dated October 23, 1923, and 
Letters Patent No. 1527118, isued 
the same, assignor to plaintiff, for eye- 
glass construction, dated February 17, 
1925. 

R. C. Blair, W. T. Knieszner and R. B. 
Short, Esqs., for plaintiff; Thomas Howe 


to | 


(L. E. Dodge of counsel) for defendants. | 
Judge Campbell rendered the opinion | 


of the Court as follows: 


The defendants have interposed the | ; < 
| terms, it met by the Stern temple, and 


defenses of invalidity and noninfringe- 
ment. , 


The patents in suit relate to the con- | 


struction of spectacle temple bars or 
“temples” as they are commonly called, 
which are manufactured and sold in 
quantities, to be affixed to various types 


of “fronts” to form complete “frames.” | 


For convenience I wil consider the 
patents in the order of their issue. 
Patent No. 1472014. 


Description Given 
Of Temple Bar 

The temple bar described in the pat- 
ent in suit comprices the following parts: 
The main body portion of celluloid, that 
term being used in a broad sense to 
comprehend various non-metallic sub- 
stances of substantially similar nature, 
adapted to form eyeglass frames and as- 


sociated parts; within the rear end of | 


such main body portion a longitudinal 
centrally positioned recess is formed by 
drilling or in any suitable manner. The 


ear loops comprising the metalile por- | 


tion, preferably taking the form of a 
spirally wound wire member, the end 


portion of which is inserted in the recess | 


in the main body portion with a twist- | 


ing movement in such manner as to 
cause the spirally wound metallic por- 
tion to be more tightly wound as 
is forced into the recess. Having in- 
serted it to the required degree, the 


twisting motion is discontinued, and this | 


permits the spirally wound member to 


and practical construction, yet durable 
and rugged, to meet the conditions of 
practical use.” 

This it seems to me was the main ob- 
ject, because the holding of the glasses 
in proper position with respect to the 
eyes is of the utmost importance, as is 
also the fact that the temples must be 
durable and rugged because of the way 
in which they are generally handled in 
putting on or removing the same. 


Art Is Declared 


Crowded One 

The art is a crowded one and there 
is not much room for anything but im- 
provements. 

Defendants have offered in evidence 
27 United States and one British pat- 
ent, together with some alleged prior 
uses, but it is not necessary to analyze 
each of them. 

The Stern temple, alleged to be a prior 
use, has a straight part that is almost 
entirely of metal, and an inner coiled 
member, but has no outer coil of zylonite. 

It is made by dipping it in zylonite of 
about the thickness of thin molasses. 
These temples could not be made a com- 
mercial success because the coating 


would crack if they were bent, and catch ! 


the hair, and the fluid of zlonite when ap- 


plied would cement the coils of the metal | 


cable into a compact mass. 
No claim of the patent in suit, even in 


it is in no sense the same as the patent 
in suit. 

The Veltex temple is set forth in the 
United States patent _No.1293215, to 
Searles. It comprises a solid metal wire 
of wifiform diameter from end to end, in 
which a_ shoulder formed, which 


is 


Five Specifications 


. Held to Be Limited 


Previous Manner of Perfecting 
Device Is Cited by Dis- 
trict Court. 


but these witnesses were called as wit- 
nesses at the trial, as was also the wit- 
ness Nelson. 

Stevens et al. claim as their date of 
conception of the invention March, 1921, 
and that a temple embodying the inven- 
tion was built about the same time and 
lost. 

Clulee claims as his date of concep- 
tion of the invention August, 1921, and 
that a temple embodying the invention 
was built about the same time. 

Plaintiff has not been able to identify 
any temple as the one then constructed, 


Customs 


Marks 


° 


‘ 


me that a large number of claims were 
allowed for the combination of a very 
small number of elements, and the first 
inquiry naturally is, what was the in- 
vention of the patent in suit? 

Plaintiff contends that the three out- 
standing elements of the patent are, (a) 
celluloid main portion, (b) metal cable 
core, (c) zylonite cable. 

The celluloid main body portion forms 
an element of every claim, but nothing 
is said in the patent about its stiffness 
nor its dimensions with respect to the 
ear loop, except that it is larger than 
the metallic extension since the latter 
enters within it. 

As I read the specification, a metallic 
cable core is not mentioned therein, the 
only mention therein, about the exten- 
sion being in the form of a wire, being 
where it says: 

“Within the recess 14 and from the 
rear end of the main portion 12 is in- 
serted one end 15a of a metallic exten- 
sion 15 taking the form of a wire of 


| less diameter than the thickness of the 
main body portion 12.” } 


and this appears not only by the evi- | 


dence given on the Interference 
also by that given on the trial. 

Stevens, et al, had an effective filing 
date in May, 1922. 

Clulee filed in April, 1923, and 
reduction to practice can be accorded 
to Clulee earlier than the Fall of 1922, 

Neither of the parties to the Inter- 
ference being able to produce the tem- 


but | 


no | 


ple which it or they claim to have made | 


about the time of their conception of 


| the invention, priority cannot be awarded 


shoulder is notched to form an annular ! 


groove or chamber surrounding the main 
or body portion of the temple wire, into 
which the inner front end portion of the 
spirally coiled nonmetallic covering 
inserted, and the edge portions of the 
metal wall surrounding said chamber are 


1S 


to either of them 
testimony. 

The Examiner of Interferences awarded 
priority to Stevens, ct al, and 
award appears to have been in accord- 
ance with the evidence received on such 
Interference, and I find nothing in the 


on 


that character of | 


that | , 
| found extension 15 


evidence offered on the trial which war- | 


rants me in finding that Clulee is 
titled to priority. 


Term “Flexible” 


| Is Defined 


compressed and swaged down updn the | 


end portion of the nonmetallic covering 
within said chamber and the rear 
of the tip of the temple. Another one 
of these hollow metal cups was squeezed 
down onto the end of the zylonite cable 


| into which the nonmetallic covering was 


inserted and the edges of the cup com- 
pressed or swaged. 


Ear Portion ° 
Covered With Zylonite 

Only the ear portion of the temple is 
covered with a thin flat spirally wound 
strip of zylonite, and the purpose was to 


; form a protection for the ear similar to 


it | 


expand and make certain the interlock- | 
ing of the end portion thereof with the 


walls of the main body portion. 

This metalile portion curved or 
bent to conform substantially to the 
contour of the back of the ear. On the 
core thus formed a celluloid strip after 
being softened to a suitable degree, as 
by immersion in a suitable ‘solvent, is 
wound spirally, and the rear end por- 
tion of the main body portion having 
been gradually tapered from a shoulder 
which had been formed thereon to the 
extreme end of the main body portion 


is 


so that it is substantially of the diameter | 


of the metallic extension, the winding 
of the celluloid ribbon is continued on 
the main body 
formed thereon, and by working or 
cementing the celluloid thus wound and 
the face of the hump of the main body 
portion, the celluloid is caused to flow 
or merge. 

Preferably the celluloid ribbon por- 
tion, after being softened as above de- 
scribed, is wound on a mandrel and 
slipped over the ear loop. 


Celluloid Cap 


Cemented at End 

The celluloid strip ribbon 
scribed in the patent in suit as “prefer- 
ably having a cross section determined 
substantially by a straight line to form 
a substantially flat face 16a therefor and 
by a curved line to! form an opposite 
curved face 16b therefor” and the ef- 
fect of this construction as described 
in the patent in suit is, “The curved in- 
ner faces of the convolutions of the rib- 
bon 16 permit the ready flexing of the 
ribbon 16 with the flexible core 15 with- 
out disturbing the alignment on the ex- 
terior of the outer flat faces 16a of the 
consecutive convolutions.” 

At the extreme end of the ear loop 
is cemented a celluloid cap. 

The patent contains some variations 
of construction in its several figures but 
in substance they are the same. 

This patent has 14 claims and all but 
claim 14 are in suit. 

Claim 1 reads as follows: 

“1. In eyeglass construction, a tem- 
ple bar having a main body portion of 


or is de- 


portion to the hump | 


celluloid, a coiled metallic extension se- | 


cured thereto and extending readwardly | ind, is really practical, and the pre- 
form is less practical than the | 


| complish, by 


thereof, and a coiled celluloid extension 
surrounding said coiled metallic exten- 
sion.” 

Claim 2 defines the end of the metallic 
core as entering into the main body 
portion. 

Claim 5 brings in the abutment at the 
extreme end and the various relative 
diameters of parts. 

Claim 11 sets forth that the metallic 
extension shall interlock with the wall of 
the recess in the body portion. 

Claim 12 defines the zylonite coil as 
secured to the extreme outer end of the 
metallic core member. 

One object of the invention as de- 
seribed by the patentee in the specifica- 
tion is, “to provide a nonmetallic temple 
bar for holding the eyeglasses or eye- 


| ferred 


a piece of small rubber that might have 


. slipped over the ear loop. 


The Veltex temple did not have a main 
body portion of celluloid nor a coiled 
metal core, but it undoubtedly did have 
a spiral zylonite member. 

The Poston United States Patent No. 
1265511, discloses a metal wire temple 
having at the ear loop a string of beads. 
The straight part of the temple is of the 
ordinary thin metal flattened for flexi- 
bility. The construction of the ear loop 
is described by the patentee in the speci- 
fication as follows: 

“In the general construction of my im- 
proved temple I prefer to have th. mem- 
ber 5’ cylindrical in form as shown 
in Figs. VI and VII and formed at one 
end with a substanital cup 6 and at its 
opposite end with an oval shapel head 
7 adapted to fit into the cup 6 and provide 
a loosely fitting point whereby the loop 
4’ may be easily bent into any 
sired shape and the members 5’ will 
not decrease the flexibility of the same.” 

The patentee further says: 

“The smooth surface readily 
tained by the dipping of these members 
in an acid solution which will tend to 
soften these members and at the same 
time produce a thin film to flexibly con- 
nect the members 5’ where the head 7 
and cup 6 join together.” 

Other forms of beads 
other figures. 

Unless the beads were connected to- 
gether by the use of a_ solvent, they 
would catch the hair of the wearer. 

There must looseness between 
the beads or the temple would be abso- 
lutely rigid, and if to lessen the cracks 
the ends of the beads are inclined, they 
will twist about the core, giving cracks 
which are greatly exaggerated, and even 
altering the shape of the ear loop. 

If the beads are dipped the solvent 
will quickly penetrate through the cracks 
to the inside and cement the inside of 
the beads to the core. 

In creating the film, if there was a 
slight solvent action it would quickly 
break open, and if there was a more 
complete solvent action, there would be 
simply a solid mass of zylonite. 


ob- 


is 


are shown in 


be a 


Claims for Invention 
Are Outlined 
The patentee naturally said, “the loop 
upon which the members are mounted 
may be either the plain or cable style, 
because the action of the solvent in the 
preferred form would produce what is 
virtually a heavy integral construction.” 
No form shown in this patent, to my 


| others. 


This patent lacks the main body por- 


end | 


de- | 


tion of celluloid, and also lacks a spiral | 


wire loop, and even if it had a spiral 


nite, adhering thereto, it would not be 
an embodiment of the invention of the 
patent in suit. 

This patent taught nothing 
patentee of the patent in suit. 

There was a Patent Office Interfer- 
ence involving the patent in suit (Clulee 
vs. Stevens and Welsh, Interference No. 
50828), involving claims 6, 7, 10 and 
11, and substantially the whole of that 
record has been offered in evidence by 
the defendants. The depositions of 
George E. Nerney and Edward E. Nerney 


to the 


glass frame in proper position with re- were cut out of the interference record, 


The Assistant Commissioner of 
ents having, on July 1, 1926, defined 
“flexible” as meaning anything which 
could be bent, the plaintiff, on October 
25, 1923, filed the following disclaimer: 

“The word ‘flexible’ as used through- 
out the claims and specifically claims 
2, 3, 4, 7, 8, 9 and 10, is liable to too 
broad an interpretation, and, so inter- 
preted, to cover elements not intended 
to be covered by this term, the liability 
to such possible interpretation not be- 
ing intended or foreseen and thus being 
accidental, and it is hereby stated that 
the said term ‘flexible’’ as thus used 
means non-solid and self-adjusting and 


of that of a coiled member; 
term ‘flexed’ as used in claim 7 implies 
flexibility as above defined, and any 
broader meaning or interpretation of 
such terms is hereby disclaimed.” 
“Further to clarify the term ‘flexible,’ 
not only in its intrinsic meaning, but 
with relation to the ‘main body por- 
tion,’ and to restrict the latter term 
and disclaim possible unduly bread in- 


terpretation thereof, it is hereby stated | 
that by the term ‘main body portion’ as ; 


used throughout the claims is meant a 
member large in circumference and re- 
latively nonflexible as a whole, as com- 


pared with the flexible metalic exten- | 
susbstan- | 
tially equal to or larger than the entire | 
extension, metallic an? nonmetallic, and } 


sion, and of a circumference 


a broader interpretation or meaning of 
the said term is hereby disclaimed.” 


Defendants contend that the filing of ! 


the disclaimer constitutes an admission 
that the patent in suit without dis- 
claimer would have been invalid. 


This contention, in my opinion, is er- | 


(Walker, 5th Ed. p. 275, Sec. 
Co. v. Harvey Laundry 
937, affd. Fed. 
Wadham, Fed. 


roneous, 
207, Parmutit 
Co., 274 Fed. 
Permutit Co. v. 
454). 

This was 
claim or claims 
by a court. 

Plaintiff contends 


279 

15 (2d) 
disclaimer 
been held 


not a 
had 


that it was 


the claims, caused by the decision of the 
Assistant Commissioner 6f Patents. 


Unreasonable Delay 


Is Denied 

The practice of filing a disclaimer to 
cure an ambiguity has been endorsed. 
(Carnegie Steel Co. v. Cambria Iron Co., 
185 U. S. 403, 456, Simplex Railway Ap- 
pliance Co. v. Pressed Steel Car Co., 189 
Fed. 70, 72.) 

There docs not seem to have been any 
unreasonable delay in filing the dis- 
claimed. (Liquid Carbonic Co. v. Gil- 
christ Co., 253 Fed. 54.) 


The real question with reference 


713, | 


where a | 
invalid | 


a dis- | 
claimer intended to cure what appeared ; 
to be an ambiguity in the meaning of | 


en- | 


This is followed by the statement: 

“The metallic extension 15, thus ex- 
tending rearwardly of the, main body 
portion 12, is preferably flexible and 
accordingly preferably takes the form 
of a spirally wound wire member . . .” 

The zylonite cable was not new but 
was simply a substitution of material. 

The main argument in favor of the 
metallic extension 15 seems to be its 
flexibility, and the patent says it “pref- 
erably takes the form of a &pirally 
wound wire member.” 

This does not, in my opinion, mean a 
straight wire, nor a cable wound on a 
straight wire core, because the specifica- 
tion of the patent in suit provides: 

“The end portion 15a thereof is there- 
upon inserted in the recess 14 with a 
twisting movement, the latter being 
made in such manner that the spirally 
tends to be more 
tightly wound as it is thus forced into 
the recess 14, thereby slightly reducing 
its diameter to permit a ready entry of 
the end portion 15a into the recess 14. 


| After having inserted the end portion 


15a to the desired degree the cessation 


| of the twisting action imposed thereon 
' permits the spirally wound member to 


Pat- | 


tend to assume its normal diameter, and 
the thus resulting expansion thereof 
makes certain the positive interlocking 
of the end portion 15a of the extension 
15 with the walls of the recess 14.” 

I do not believe this could be accom- 
plished with a cable wound on a straight 


| wire core, as such cables are shown in 


the prior art. 
The spirally wound wire member, in 
combination with the celluloid main por- 


| tion and zylonite cable, I believe con- 
| stitute the invention of the patent in 





' Same, Electric are welding, cutting, and re- 


the patent in 
prior art, es- 


suit, and the claims of 
suit are limited by the 


: : | pecially i ont No. 1917214, Siesel 
having an ease of flexing of the order | pecially Laflin patent No 


and the | No. 1337330, to an extension in the form 


patent, No. 1182429, and Schwab patent, 


of a spirally wound wire member, even 
although any of such claims might be 
read to cover a metal cable core exten- 


' sion which was old in the art. 


To be continued in the issue of 


March 29. 


Patent Suits Filed 


NOTICE of filing in any court of 
~™“ the United States of actions, 
suits or proceedings arising under 
the patent laws, as required by R. 
Comp. St. See. 9467, appear in this 
column currently. The number at 
beginning of each paragraph indi- 
cates number of patents involved. 
Abbreviations: D. C. N. D (5S. D., 
E. D. W. D.)—District Court, 
Northern Division); C. C. A.—Cir- 
cuit Court of Appeals; Ct. Clms.— 
U. S. Court of Claims. See United 
States Daily Law Digest for court 
S. Sec. 4921, as amended Feb. 18, 
1922, c. 58, Sec. 8, 42 Stat. 392; 
decisions in patent cases. 


1223659, W. S. Barnickel, Treatment of 
crude oil, appeal filed Feb. 25, 1927, C. C. A. 
(8th Cir., St. Louis), Doc. 7044, Producers 
& Refiners Corp. v. S. Lehmann et al. De- 
cree of District Court of Wyoming of May 
2, 1921, affirmed; decree on accounting en- 
tered Feb. 16, 1926, modified and affirmed, 
Feb. 25, 1927. 

1262860, S. B. Smith, Incubator, suit 
filed July 12, 1926, D. C., N. D, Ohio (E. 
Diy.), Doc. 1966, The Buckeye Incubator Co. 
v. J. A. Blum (Twentieth Century ‘Hatch- 
ery). Patent held not infringed, bill dis- 
missed Mar, 4, 1927. 

1305360, 1305361, (. J. Holslag, Alternat- 
ing ¢urrent welding transformer, Re. 16012, 


pairing, suit filed Feb. 16, 1927. D. C., E. D. 
Pa., Doc. 3961, Electric Are Cutting & Weld- 
ing Co. v. R. D. Thomas & Co., Inc. 
1305361. (See 1305360.) 
1458535, A. Meldrum, Bottle cap, appeal 
filed Sept. 9, 1926, ©. C, A. 


| 9390, Smith Lee Co., Inc., v. Plympton Paper 
; Products Corp. Decree affirmed (notice dated 


! dyeing process 


to | 


the disclaimer is whether by it plaintiff | 


has simply removed an ambiguity, or 
has attempted to claim an _ invention 
which the patentee never had in mind. 
Defendants contend that by the dis- 
claimer the claims have been rendered 
indefinite. This contention seems to be 
sustained; and further it appears that 
what was done by the disclaimer was to 
attempt to claim that which was not 
described or claimed in the patent in 
suit, and that plaintiff attempted to ac- 
the so-called disclaimer, 
‘that which should properly have been 
accomplished by a surrender of the 


, ; | patent and reissue with proper claims. 
wire loop, impregnated with rigid zylo- | 


Nonmetallic temples were not new be- 
cause the prior art shows the use of cel- 
luloid for the main body portion in some 
patents, for the hook portion in others, 
and for both, main body and hook por- 
tions in others. 

The use of metallic cable cores was 
not new, the prior art showing that to 
be quite a common expedient. 

The winding of a metallic cable core 
with metal strips was not new, nor was 
it new to wind a metal core with strips 
of base metal and these with strips of 
gold. ; 

Under these circumstances it seems to 


| 


Mar. 7, 1927). 
1461822, H. Epstein, Clamps for producing 
mottled skein dyeing, 1498079, Same, Svot 
for textile fiber, sual, fied 
Aug. 18, 1924, D. (., S. D. N. Y¥., Doc."E 30- 
105, H. Epstein v. Rosenberg & Lichtblau 
(Domestic Thread & Yard Co.), et al. Cause 
dismissed under rule 57, Mar. 5, 1927. 

1465072, W. M. Brooks, Sealing means, 
suit filed Dec. 14, 1926, D, C., E. D. N. Y.. 
Doc. 2858, E. J. Brooks & Co. v. American 
Casting & Mfg. Co. 

1475980. (See 1307733.) 

39. (See 1419137.) 
A. B. Broluska, Tire structure, 
suit filed Mar. 8, 1927, D. C., E. D. Mich. (S. 
Div.), Doc. 1924, A. B. Broluska v. S. Waze 
(Belel Tire Corp.). 

1498079. (See 1461822.) 

1507711, Pollock & Horn, Process of mak- 
ing plastic articles, suit filed Oct. 7, 1924, 
D. C., S. D. N. Y., Doc. E 30-189, Inter- 
Ocean Radio Corp. y. Belltone Radio Corp. 
Cause dismissed under rule 57, Mar. 5, 1927. 

1523079, E. H. Peabody, Coupling, suit 
filed io. 24, 1926, D. C., E. D. N. Y., Doc. 
2831, Peabody Engineering Corp. v. Todd 
Dry Dock Engineering & Repair Corp. 

1534289, E. Teppet, Process of and compo- 
sition of matter for killing plants, suits filed 
Feb. 26, 1927, D. €, Conn., Doc. 1890, A. 
Charpilloz et al. v. The C€.-B. Dolge Co. 
Same, D. C. N. J., Doe. 2398, A. Charpilloz 
et al. v. Reade Mfg. Co., Inc. 2 . 

1541587, J. Regenstein, Trimming the in- 
terior of vehicles, ete. suit filed Mar. 5, 
1927, D. C., E. D. Mich. (S, Div.), Doe. 1922, 
J. Regenstein vy, Monroe Board & Lining 
Co. x 
1543424, C. W. Cowles, Light source cov- 
ering, suit filed Mar, 4, 1927. D. C.. S. D. 
N. Y., Doe. E 40-352, S. W. Borden v. Deal 
Electric Co., Inc. 

1544356. (See 1432658.) 

1548220, (See 1432658.) 


(2d Cir.). Doe. | 
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Index and Digest : 
Of Latest Federal Court Decisions 


—_—. 


Q@YLLABI are printed in such form that they can be cut out and pasted on 
Standard Library-Index and File Cards approximately 3 by 5 inches, 
usually employcd in libraries and filed for reference. 


CONTINUANCE: Pending Appeal: Dismissal—Where plaintiff in previous 

‘litigation of same claim filed motion to defer action until decision by Su- 
preme Court of similar cases pending and asserted that motion to dismiss 
would be made upon unfavorable action in those cases, held: Court in present 
litigation has right to rely on such stipulated conditions.—Poole Engineering 
and Machine Co. v. United States (Court of Claims.)—Index II, Page 262, 
Col. 2. 


Courts: United States Courts: Equity Jurisdiction: Equity Rule 30.— 

‘ Under Equity Rule 30 a general denial is insufficient and every material 
allegation of the bill not specifically denied in answer will be taken as true.— 
Hass v. United States (Circuit Court of Appeals, 8th Circuit.)—Index II, Page 
267, Col. 1. 


Courts: United States Courts: Circuit Court of Appeals: Supervisory Juris- 

‘ -diction—Under Act of March 3, 1915, and Sec. 10, Act of February 13, 
1925, held: Duty of Circuit Court of Appeals to consider case on appeal from 
District Court, regardless of form in which brought up, and to render such 
judgment on, the record as law and justice require——Mankey v. Adams (Cir- 
cuit Court of Appeals, 5th Circuit.)—Index II, Page 267, Col. 5. 


Cee United States Courts: Suits against Officer of Court.—Where 

4 statute provides, “when any civil suit is commenced against any officer 
of the courts of the United States for or on account of any act done under 
color of his office or in the performance of his duties as such officer,” held: This 
includes a suit against a receiver for negligence in operation of train— 
Newell v. Byram et als. (District Court, District of Minnesota.)—Index IT, 
Page 267, Col. 5. . 


Revrty: Jurisdiction: ‘Mutuality.—Where lease construed to give defendant 

Privilege to hold lease until partition. not only for fixed term but in- 
definitely, held: This would not invalidate lease where plaintiff and not defend- 
ant had absolute tight to partition—White et al. v. Roxana Petroleum Cor- 
poration (District Court, Southern District of Texas\)—Index II, Page 262, 
Col. 5. 


E VIDENCE: Opinion Evidence: Conclusions of Fact.—In action for injuries 
4 due to derailment of defendant’s train, held: Cause of derailment being 
an ultimate fact to be determined by Jury, the court was not chargeable with 
error for sustaining an objection to a statement by witness of his opinion on 
the subject.—St. Louis-San Francisco Ry. Co. v. Barton (Circuit Court of 
Appeals, 5th Circuit.)—Index II, Page 267, Col. 4. 


UDGES: Disqualification to Act: Citizen or Taxpayer of Municipality.— 
Where issue in suit involved three special utility funds of municipality of 
which district judge is taxpayer, held: Judge not disqualified to act if he has 
no special interest in either of such special funds, and a determination of 
issue in litigation would in no way affect any proprietary interest of his and 
if as a taxpayer and citizen he is in no way concerned in interest in the suit.— 
In the Matter of Puget Sound Power & Light Co. (Circuit Court of Appeals, 
9th Circuit.)—Index II, Page 267, Col. 2. : 


NDIANS: Claim, Against United States: Jurisdiction.—Petition, asserting 
claim that Treaty of July 10, 1914, “took from Creek Nation about 23,000,- 
000 acres of Creek national domain, which had been guaranteed to the nation 
by the Treaty of August 7, 1790,” does not assert a claim “arising under or 
growing out of any treaty or agreement” within the meaning of the jurisdic- 
tional act of June 7, 1924 (43 Stat. 644.)—Creek Nation v. United States 
(Court of Claims.)—Index II, Page 267, Col. 7. 


NDIANS: Lands: Alienation: Approval by Federal Authorities.—Secretary 
of the Interior has right to prescribe restrictive conditions in deed of an 
Indian Citizen, of five-eighths Chickasaw blood, so that title cannot be con- 
veyed without Secretary’s consent.—Hass v. United States (Circuit Court of 
Appeals, 8th Circuit.)—Index H, Page 267, Col. 1. 


J NDIANS: Status and Disabilities of Indians.—Indians are not included among 

members of alien nations whose admission to our country is controlled and 
regulated by existing Immigration Laws.—U. S. ex rel. Diabo v. McCandless 
(District Court, Eastern District of Pennsylvania.)—Index II, Page 262, Col. 7. 


[NDIANS: Status and Disabilities of Indians.—Indian is privileged to cross 
and re-cross boundary between United States and Canada at will.—U. S. 

ex rel. Diabo v. McCandless (District Court, Eastern District of Pennsylvania.) 

—Index II, Page 262, Col. 7. ; 


* _ — os 


NEW TRIAL: Instructions and Failure or Refusal to Instruct.—It is not 

enough to justify direction of a verdict for defendant that phase of evidence 
other than that upon which direction is asked supported conclusion contended 
for by defendant, and that a court, upon careful scrutiny of evidence as whole, 
would be justified in reaching a conclusion different from that evidenced by the 
verdict.—St. Louis-San Francisco Ry. Co. v. Barton (Circuit Court of Appeals, 
5th Circuit.)—Index II, Page 267, Col. 4. 


GTIPULATIONS: Definiteness.—Where parties seek to stipulate amounts, the 
agreement should be definite as to amounts.—Air Nitrates Corp. v. United 
States (Court of Claims.)—Index II, Page 262, Col. 6. 


UNITED STATES: Claims Against.—Judgment upon stipulations.—Air Ni- 
trates Corp. v. United States (Court of Claims.)—Index II, Page 262, 
Col. 6. 


INITED STATES: Claims Against: Duty to Assert.—Where plaintiff claims 

under contract with Government, held: Plaintiff should assert claim for 

damages at or before final payment.—Poole Engineering and Machine Co. vy. 
United States (Court of Claims.)—Index II, Page 262, Col. 2. 


WILts: Construction: Designation of Devisees, and Legatees and Their Re- 

spective Shares——Where husband by will leaves real property to wife for 
life with direction that she apportion the remainder among children, held: 
Upon failure to so apportion, property descended to heirs in equal shares.— 
Mankey v. Adams (Circuit Court of Appeals, 5th Circuit.)—Index H, Page 
267, Col. 5. 


Patents 
PATENTS: Infringement: Validity: Uncertainty From Disclaimer.—Validity 
of Patent No. 1472014 issued to Clules for temple bar construction, as- 
sumed as claims in suit limited, held: Not infringed by defendant’s structure 
which has not followed its teachings but have gone to prior art.—Bay State 
Optical Co. v. Klein, et al. (District Court, Eastern District of New York.)— 
Index II, Page 266, Col. 1. 


ATENTS Infringement: Validity: Disclaimer.—Claims 12 to 17, 19, 20 and 

25, of Patent No. 1527118 issued to Clules for eyeglass construction if not 
rendered invalid by disclaimer, are limited by prior art to manner of stiffen- 
ing metal éore adjacent to junction with end of main body portion, and not 
infringed by structure wherein stiffening is produced by placing metal tube 
or sleeve about core and not by making core itself stiff as in plaintiff's struc- 
ture.—Bay State Optical Co. v. Klein et al. (District Court, Eastern District 
of New York.)—Index IJ, Page 266, Col. 1. ; 


PATENTS: Patentability: Toilet Brush.—Patent No. 1621900 issued to Pretat 

for toilet brushes. Claims for handleless brush of which inventive concep- 
tion is turning in of ends of frame to prevent injury to user, held: Patentable 
in absence of this idea in reference.—Pretat, F. E.. Application (Examiners 
Decision, Patent Office.)—Index II, Page 266, Col. 7. 


- 
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AND WitHouT CoMMENT BY THE UNITED States DAILY. 


Brushes 


Gloves 


Examiners-in-Chief 
Reverse Rejection 


Of Claims on Brush 


Ruled Patentable in Absence 
of Idea of Turned-in 
Frame From Ref- 
erences. 


APPLICATION OF FREDERICK E. PRETAT; 
DECISION, EXAMINERS-IN-CHIEF, PAtT- 
ENT OFFICE. 

Patent No. 1612900. was issued to 
Pretat for an improvement in_ toilet 
brushes on application No. 22136 filed 
April 10, 1925. 

The final rejection of claims 2 and 3 
of the application was reversed on De- 
cember 11, 1926, by the Examiner-in- 
Chief, the inventive conception of the 
claims, limited to a handleless brush, 
being the turning in of ends of the frame 
to prevent injury to the user, which idea 
was not disclosed in any reference. 

H. G. Manning for appellant. 

The full text of the opinion follows: 

This 1s an appeal from the action of 
the examiner finally rejecting claims 1 
to 5, inclusive, of which the following 
will serve as examples: 

1. Ina handleless toilet brush, a closed 
loop of twisted bristle-holding wires, the 
ends of said loop being joined and en- 
cased, said wires having no parts pro- 


| jecting beyond the outline of the loop, 
| the bristles of said brush extending in- 


i wardly 


and outwardly and completely 
covering the joint of said wires so as 
to avoid the possibility of the injury 


| of the user. 


Handleless Toilet Brush. 
2. In a handleless toilet brush, a 
closed loop of twisted  bristle-holding 


wires, the ends of said loop being bent 


| inwardly, means for locking said brush 


projecting inwardly and outwardly, the 
outer portions of said bristles forming 


| a continuous brushing surface extend. 


ing around the periphery of said brush 


| and completely covering the joint of the 
' ends-of said loop and said locking means, 


| user 





| but claim 3 


{ 
mop 


whereby all possibility of injury to the 
will be avoided. 

The references relied upon are: Far- 
num, 1047021, December 10, 1912; 
Leiner et al., 1511620, October 14, 1924; 
Erickson, 1524295, January 27, 1925; 
Justice, 1537309, May 12, 1925; Ka- 
miya Brit., 195184, March 29, 1923. 

The examiner holds that claims 1, 4 


| and 5 are substantially duplicates and 


that the same is true of claims 2 and 3. 

In our opinion there is no substan- 
tial difference between claims 1 and 5 
is slightly more limited than 
claim 2 in including the protecting 
sheath and claim 4 is broader than claim 


| 1 in omitting this element. 


The patent to Justice shows a handle-* 
less mop having a frame of twisted wire 
of which no portion projects beyond 
the outline, the entire frame being cov- 
ered by the material of the mop. To 
substitute bristles for the strands of the 
involves no invention in. view of 
Farnum. <A _ sleeve covering the ends 
of a twisted wire frame is shown in 
Erickson and there would be nothing 
inventive in using such a sleeve on the 
frame of Justice. Each of these ideas 


is independent of the others and there 
| is nothing patentable in using them in 


the same structure. In view of these 
references the rejection of claims 1, 4 
and 5 is considered proper. 
Turned in Ends of Frame. 
Claims 2 and 3 include the idea 


of 


| turning the ends of the frame inward 
| so that they will not injure the hands. 





| firmed as to the claims 1, 
| reversed as to claims 


The only reference which discloses the 
inwardly turned ends is the patent to 


| Leiner et al. the construction of Which 


is practically identical with appellant’s 


| Fig. 7 but the claims are limited to a 


handleless brush and the inventive con- 


| ception is the turning in of the ends 


to prevent injury to the hands which 
idea is absent in this reference. We, 
think appellant should be given the ben- 
efit of the doubt on the question of 
patentability of these claims. 

The decision of the examiner af- 
4 and 5 and 


2 and 3. 


Is 


Thread and Gloves Held 
Capable of Being Marked 


New York, March 26,—In a decision 


, in the name of David & Blum, 4nvolving 


; a 


protest filed against the collector's 


| classification of certain merchandise as 


not legally marked, and the consequent 
imposition of 10 per cent extra duty 
thereon, the United States Customs 


| Court has just found as follows: 


“The merchandise involved, claimed to 
have been incapable of being marked, 
consisted of spools of thread, women’s 
leather gloves and buttons on cards, 
There was no evidence introduced to 
show that spools of thread or women’s 
leather gloves were not capable of being 
marked. : 

“Therefore, we will have to sustain 
the decision of the collector and we over- 
rule the protest as to them, but as to 
the buttons on cards, it has been several 
times held that the buttons themselves 
were the article of commerce and were 
incapable of being marked, so the im- 
position of the 10 per cent extra duty 
on the buttons on cards was wrong. As 
to the buttons on cards, the protest is 
sustained and the collector will reliqui- 
date refunding the 10 per cent extra 
duty assessed thereon.” ~ 

(Protest 128441-G-36638.) 


a 


MUNN & Co. 


PATENT ATTORNEYS 
Associate Work A Specialty 


Scientific American Building 
625 “F'St.N.W., 
Washington, D. C, 


Scientific American Building 
24 West 40th St., 
New York 


a 
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Right to Restrict 


Deed of Indian Is 
Upheld in Decision 


| Condition of Railroad 


Held Issue of Fact 
For Jury to Decide 


Creek Nation (lam. — 
Ruled Not Embraced , 


Property Divided Equally Among C hildren on F ailure of Th Jurisdictional Aet 


Fact of His Being Taxpayer to Municipality Is Found Not | 
Widow to Apportion It as Directed in Wis”. 


to Render His Decision Invalid. , 


Title to Land of Five-Eighths 
Chickasaw May Not Be 
Conveyed Without 
Consent. 


Mattie Hass AND F. D. Hass, APPEL- 

LANTS, Vv. UNITED STATES; CIRCUIT 

Court oF APPEALS, EIGHTH CIRCUIT, 

No. 7499. 

The Secretary of the Interior ‘was held 
in this case to have the right to pre- 
scribe restrictive conditions in a deed 
given by an Indian citizen, of five- 
eighths Chickasaw blood, so that title 
cannot be conveyed without the consent 
of the Secretary. 

Appeal from the District Court” for 
the Eastern District’ of Oklahoma. 

T. D. McKeown and C. F. Green sub- 
mitted a brief for appellants. P. S. 
Jones (Frank Lee on the brief) for ap- 
pellee. 

Before Lewis and Kenyon, Circuit 
Judges, and Trieber, District Judge. 
udge Trieber delivered the opinion of 
he court as follows: 

Suit to Cancel Deed. 

This is an action by the United States 
on behalf of Lee Perry, a five-eighths 
blood Chickasaw Indian, against Mattie 
Hass. F. D. Hass, her husband, was 
made a arty defendant on motion of 
Mattie Hass (and others who defaulted, 
evidently net considering themselves af- 
fected by the decree), to cancel and de- 


Ex Parte: IN THE MATTER OF PUGET 
Sounp Powrr & Licnt CoMPANY; CIR- 
cuit Court oF APPEALS, NINTH CIR- 
cuit, No. 5057. 

The issue in this suit involved three 
special utility funds of the municipality 
of which District Judge Neterer was a 
taxpayer and citizen. The court held 
that the judge was’ not disqualified to 
act, as the outcome of the suit in no 
event would affect any proprietary inter- 


est of his and as he would not be con- | 


cerned in interest in the suit as a tax- 
payer and citizen. 

Before Hunt, Rudkin and Dietrich, 
Circuit Judges. Judge Hunt delivered 
the opinion of the court as follows: 

This is a petition of the Puget Sound 
Power and Light Company, called the 
Traction Company, for a writ of man- 
damus. The question presented is 
whether Judge Neterer is disqualified 
from trying a suit (removed from the 
State to the Federal Court) entitled von 
Herberg, plaintiff, v. City of Seattle, a 

} municipal corporation, and certain of- 

| ficials of the city, defendants, oo & von 
Herberg and Puget Sound Power and 

| Light Company, cross defendants. 

| Removal was ordered, and in the Fed- 
eral Court the city moved to dissolve a 
restraining order on the ground that all 
warrants against the city railway fund 
issued December 24, 1926, and prior 
thereto have been called for payment 


and can be paid in cash out of ‘the rail- | 


way fund. 


he should decide against von Herberg, 
if von Herberg’s allegations are true, 
Judge Neterer would be taxed with von 
Herberg to pay an illegal indebtedness. 

Judge Neterer held that the affidavit 
failed to state facts sufficient in law and 
refused to certify to the Senior Circuit 
Judge as contemplated by section 20 of 
the Judicial Code. A show-cause order 
was issued by this court. Judge Neterer 
filed a return, setting forth that the 


issue in the suit involves three special | 


utility funds of the city of Seattle, the 


railway, light and water funds; that the j 


Traction Company is concerned only 


with the railway fund in an effort to | 
for | 


protect it against a prior claim 
operation and maintenance of the rail- 
way; that he has no special interest in 
either of such special funds, and that a 
determination of the issue in litigation 
would in no way affect any proprietary 
interest of his by any judgment that 
might be rendered, and that as a tax- 
payer and a citizen he is in no way con- 
cerned in interest in the suit. 


Previous Decision Renewed. 


In Asia v. Seattle, 119 Wash. 675, a 
suit by taxpayers to enjoin the city from 
using general funds to pay expenses of 
operation and maintenance of the street 
railway now here involved, the Supreme 
Court of Washington, referring 


129, where a taxpayer sought to enjoin 
the city and the Traction Company from 


to 
Twichell v. State, 106 Wash. 32, 179 Pac. } 


Circuit Court of Appeals 
| Finds Trial Judge Acted 
Rightly in Refusing to 


Instruct Verdict. 
| 
St. Louis-SAN FRANCISCO RAILWAY Com- 
PANY, PLAINTIFF IN Error, v. W. H. 
BARTON; CIRCUIT CourT oF APPEALS, 
FirtH Circuit, No. 4838. 
| Where a court would be justified in 
‘ reaching a conclusion different from that 
evidenced by the verdict, it was held 
in this case that it is not enough to 
justify the direction of a verdict for 
the defendant that a phase of the evi- 
dence, other than that upon which the 
direction was asked, supported the con- 
clusion contended for by the defendant. 
In error to the District Court for the 
Northern District of Mississipi. 


W. Houston, Sr., D. W. Houston, Jr., 
and J. W. Canada on the brief) ap- 
eS. Tt 


peared for plaintiff in error. 


| title under the Texas practice. 


Mitchell, C. E. Mitchell and R. G. Draper | 
on the brief) for the defendant in error. | 
| The cage was heard before Circuit Judges | 


Walker, Bryan and Foster. 
Judge Walker’s Opinion. 
The full text of the opinion of Judge 
Walker follows: 
This was an- action to recover dam- 
ages for personal injuries sustained by 


| 
! 
' 
| J. W. Canada and D. W. Houston (D. 
j 


VeRNON H. MANKEY ET AL., APPELLANTS, 
y. Besste #2. ADAMS, ET AL. 3 CIRCUIT 
Court OF APPEALS, FIFTH CiIRCUuIT, No. 
4845. 

Under the Act of March 3, 1915, and 
Section 10 of the Act of February 13, 
1925, it was held in this case, On appeal 
from the District Court for the Eastern 
District of Texas, to be the duty of the 
Circuit Court of Appeals to consider the 
case regardless of the form in which 
brought up and to render such judgment 
on the record as law and justice should 
require. 

F, D. Minor, S. C. Lipscomb (Minor & 
Lipscomb on the brief) for the appel- 
lants; J. M. Combs, 0, 8. Parker (Smith, 
Crawford & Sonfield on the brief) for 
appellee. 


Before Walker, Bryan and Foster, Cir: | 


cuit Judges. The text of the opinion, 
as delivered by Judge Foster, follows: 


This is an action in trespass to try 
It was 
begun in a State court by some of the 
appellees and removed to the District 
Court by appellants, after which the 
other appellees intervened. 

Appellees, asserting ownership as 
the heirs at law of Claiborne West, a 
distinguished early settler of Texas, 


sued to recover the title and possession | 


of some 1,650 acres of land in Orange 
County, formerly Jefferson County, Tex., 
part of a league of land granted to him 
by the Mexican Government in 1835; 


Chaplim, dated October 10, 1835, and one 
to Abraham Winfree, dated April 25, 
1837, to be hereafter more particularly 
referred to, and by possession of the 
land under various statutes of limitation. 
They also interposed equitable defenses 
of estoppel, lxches, and stale demand. | 

In the alternative they set up counter 
claims ‘for the recovery Of the purchase | 
price tander the two deeds above re- | 
ferred to, $500 in each | 
terest; for the recovery of taxes paid | 
on the land amounting to $4,898.91; and | 
for $4,000 for imprrvements, They fur- , 
ther pleaded the statute Of limitation as | 
to plaimtiff’s claim for damages for tim- ; 
ber cut and removed. ' 

There was no preliminary ling by. | 
| the cowart on the equitable pleas. The | 
case Wars tried toa jury amd at the close | 
of the evidence both sides moved for 
directed verdicts, appellants also request- 
ing céxrtain special charges in the event | 
their mnotion for verdict was denied. 

The court maintained the plea of limi- ! 
tation as to two tracts Of land contain- | 
ing respectively 610 amd 50 acres, di- 
rected a verdict for appellants to that 
extent, and directed a werdict for ap- 
| pellees for the balance Of the land. The 
verdict was silent as to the claim for 
damages made by appellees and the 
countex claims of appellamts, Judgment 
was entered on the verdict as rendered 
and also in favor of appellants against ; 
certaim parties called in warranty, which 
| said last part of the judgment is not | 


| 


case, with in- 





Court of Claims Sustains the 


Governments Demur- 
rer im MEndian 
Case. 


Creek Nation Vv. Urte STATES; COURT 
or Ciaims, No. F°-168, 

A petition, asserting a claim that the 
Treaty of July 10, 1814, “took from the 
Creek Nation about 23,000,000 acres of 
Creek national domain, which had been 
guaranteed to the mation by the Treaty 
of August 7, 1790,” does not assert a 
claim “arising under or growing out of 
any treaty or agreement” within the 
meaning of the Jurisdictional Act _ of 
Sune 7, 1924, the court held in dismissing 
the petition in this case, : 

On a demurrer to the amended peti- 
tion, Chief Justice Campbell delivered 
the opinion of the Court as follows: 

Upon demurrer interposed and sus- 
tained to the original petition in this 
cause the petitiom was dismissed. ‘The 
court's opinion on the questions raised 
by the demurrer -was announced Jan- 
wary 10, 1927. Thereafter a motion 
was filed asking that the order of dis- 
mnissal be set aside andthe filing of an 
amended petition be allowed. This mo- 
tion was granted sand an amended peti- 
tion was filed February 1, 1927. The 
Gefendant has dermurred to this amended 
petition and the Cause is now before the 


i 


rit 


Hold Judge Disqualified entering into a contract whereby utility | the defendant in error, a Pullman car | for damages alleged to be $10,000 for | pofore us, Court upon the demurrer, 


clare void certain deeds of conveyance, 
mortgages and leases to forty acres of 
land, and to cancel and set aside a de- 
cree of the District Court of Pontatoc 
County, Oklahoma, rendered in pursu- 
ance of the mandate of the Supreme 
Court of Oklahoma between the defend- 
ants, F. D. and Mattie Hass and Lee 
Perry, for whose benefit this action was 
instituted. 

The material allegations in the com- 
plaint are: That this suit is instituted 
by the United States by direction of the 
Attorney General of the United States, 
and at the request of the Secretary of 
the Interior, in its own behalf, and for 
and on behalf of Lee Perry, a seven- 
eights Chickasaw Indian, against Mat- 
tie Hass, and later on motion of Mattie 
Hass, her husband, E. D. Hass, was made 
a defendant. 

Five-eighths Indian. 

Tt is alleged that Lee Perry is a five- 
eighths citizen of the Chickasaw Indian 
Nation, and is enrolled as such opposite 
No. 81 on the approved rolls of the citi- 
zens of blood of that Nation, and that 
as such there was allotted and patented 
to him certain lands. That pursuant to, 
and under the rules and regulations of 
the Secretary of the Interior certain re- 
stricted funds, the same being derived 
from the sale of his restricted home- 
stead allotment, were used in the pur- 
chase of the lands in controversy, on be- 
half of said Lee Perry upon a special 
deed form, from the defendant F. D. 
Hass and Mattie Hass, his wife. They 
conveyed the same to said Lee Perry 
by warranty deed dated November 29, 
1911, for the consideration of eight hun- 
dred dollars, which said deed was prop- 
erly recorded in the office of the Register 
of Deeds of Pontatoc County, Oklahoma, 
the county in which said lands were sit- 
uated. That pursuant to the rules and 
regulations of the Secretary of the In- 
terior, and the power vested in him by 
law, there was incorporated in the ha- 
bendum clause of above described war- 
ranty deed, at the special instance of the 
Secretary of the Interior, the following 
restriction against alienation: 

“To have and to hold said described 
premises unto the said party of the sec- 
ond part, his heirs and assigns forever, 
* * * except that no conveyance or as- 
signment by the grantee herein of any 
interest in the land herein described 
shall operate to convey title thereto un- 
less said conveyance or assignment is 
approved by the Secretary of the Inte- 
rior, and the grantee hereby accepts this 
conveyance subject to said restrictions, 


v 


Filed Warranty Deed. 

That on May 2, 1912, there was filed 
for record in the proper recorder’s office 
of Pontatoc County, Oklahoma, executed 

e@ by Lee Perry, what purported to be a 
warranty deed, conveying to the defend- 
«nt Mattie Hass the land in controversy. 
That on the 1st day of May, 1912, a 
deed was executed by Lee Perry for the 
same land to A. M. Gregg. It then sets 
out conveyances made by Mattie Hass 
and her husband to another party, and 
that party again conveyed the same lands 
to others, but the others did not appeal 
from the decree by default rendered 
against them. 

The prayer of the complaint is that the 
court enter a decree declaring null and 
void the instruments executed by Lee 
Perry after the conveyance to him of 
the lands in controversy by the defend- 
ants F, D. Hass and his wife, Mattie 
Hass, and that Lee Perry be declared 
to be the owner in fee of said lands, sub- 
ject to said restrictions imposed by law 
and the guardianship on the part of the 
plaintiff, and that the defendants be en- 
joined from asserting any right, title 
and interest in and to said lands. 

The answer of appellaxt contains: 

1, A general denial, 

2. That the defendant 
is the legal and equitable 
land, 

3. That the restrictions 
to Lee Perry were placed therein with- 
out their authority by some party un- 
known, without their knowledge and con- 
sent, nor by authority of the Secretary 
of the Interior or his consent. 

Copy Not Introduced. 


Mattie Hass 
owner of the 


It is insisted on behalf of appellants | 


that, although, it: is alleged in the com- 
plaint that Perry is a five-eighths blood 
citizen of the Chickasaw Indian Nation, 
and is enrolled as such opposite No. 81 
Pd sn the approved rolls of citizens by blood 


bonds were to be delivered for the pur- 


The Traction Company then moved 
the Court to certify to the Senior Circuit 
Judge of the Ninth Circuit that Judge 
Neterer was disqualified in that he is 
concerned in interest in the suit because 


chase of the system, decided that the 
general taxes of the city cannot be af- 


fected by a claim as to validity or status 


of a warrant or bond payable only out 
of special funds, or funds created by 


in their deed | 


| 


he is a taxpayer in Seattle, sec. 20, Judi- 
cal Code. Affidavits in support of the 
| motion set up in substance that if Judge 
Neterer should decide the suit in favor 
of plaintiff, he as a taxpayer would be 
entitled to share in such relief, while if 


action of the corporate authorities of the 
city of Seattle in operating and main- 
taining the street railway system ac- 
quired by purchase from Puget Sound 
Light and Power Company, involved in 
the present litigation. 

In the Asia case the Court was empha- 
tic in holding that by no action of the 
city or its officials could the general 
funds of the city be used to defray ex- 
penses of operation and maintenance of 
the railway system and that in no event 
could the burden be shifted to the shoul- 
ders of the taxpayers who have had no 
opportunity to say whether they will or 
will not accept the hazard. Injunction 
was ordered to be granted, enjoining any 
encroachment upon the general fund or 
in placing the burden in any degree upon 
the taxpayers. 

In Seattle v. Puget Sound Light and 
Power Co., 15 F. (2d) 794, we quoted 
from Twichell v. State, supra, and also 
from Asia v. Seattle, supra, and agreed 
with the decisions of the State Court, 
that the authorities of the.city could not 
create any general indebtedness against 
the city by the contract of purchase. 


The scope of the several decisions 
cited extends far enough to establish 
the proposition that the Traction Com- 
pany has no vested right to compel the 
payment of operating and maintenance 
charges out of the general funds of the 
city, even though the proceeds of the 
railway are insufficient for that purpose 
after the payment of the purchase 
money bonds. 


It may be granted that as an indi- 
vidual taxpayer Judge Neterer might in- 
stitute a suit to enjoin the city author- 
ities from unlawfully diverting moneys 
from the general fund of the city to any 
of the special utility funds referred to in 
the litigation, but that is afield of this 
case where the pleadings are confined to 
the use and applicability of special 
funds in which the general taxpayer has 
no pecuniary or personal concern. 

Although as already stated, von Her- 
berg alleged that the authorities with 
knowledge that the interest and princi- 
pal on the purchase bonds could not be 
paid unless a substantial part of the 


of that Nation, the enrollment record, or 
a certified copy thereof was not intro- 
duced in evidence, therefore there can 
be no recovery by the Government. 

A certified copy of the census card, 
showing that Lee Perry was a_five- 
eighths blood Indian and citizen of the 
Chickasaw Indian Nation was introduced. 

There was no specific denial of this 
allegation in the answer, nor does the 
record show that this question was raised 
in the court below, but was raised for 
the first time on this appeal. This, of 
course, may not be done. 

But it is claimed that the first plea 
which reads that “The defendants deny 
each and all material allegation” includes 
a denial of this allegation in the com- 
plaint. 

Equity Rule 30 reads: 

“The defendant in his answer shall 
in short and simple terms set out his 
defense to each claim asserted by the 
bill, omitting any mere statement of evi- 
dence and avoiding any general denial of 
the averments of the bill, but specifically 
admitting or denying or explaining the 
facts upon which the plaintiff relies, un- 
less the defendant is without knowledge, 
in which case he shall so state, such 
statement operating as a denial. Aver- 
ments other than of value or damage, 
if not denied, shall be deemed confessed, 
except as against an infant, lunatic or 
other person non compos and not under 
guardianship, but the answer may be 
amended, by leave of the court or judge 
upon reasonable notice, so as to put any 
averment in issue, when justice re- 
quires it.” 

Rule Abolishes Plea. 

-This rule abolishes the plea of a gen- 
eral denial. Bay State Inv. Co. v. Pal- 
mer, 284 Fed. 979; Farmers Loan & 
Trust Co. v. Miller, 298 Fed. 758, and 
this is the rule followed by the State 
courts under Codes of Practice, in which 
the language is similar to that used in 
Equity Rule 30. 1 Encyc. of Pleading & 
Practice, p. 783, Newman Pl. & Pr., 523. 
In Hecht v. Caughron, 46 Ark. 182, it was 

| said that “the object of the Code of | 
Practice (which is almost identical with 
| Equity Rule 30), is to compel the adverse 
parties to disclose to each other the facts 
upon which they rely, in order that each 
may know what is required to establish 
by proof upon the trial.” In Chapman 
& Dewey Land Co. v. Wilson, 91 Ark. 30, 
where it was again held that a plea of 
general denial cannot be considered, the 
court reaffirms its former decision that 
a general denial is insufficient and that 
every material allegation of the bill not 
specifically denied in the answer, will be 
taken as true and states the object of 
the rule “is to advise the opposing party 
as to what he must establish by proof. 

No doubt had this question been called 
to the attention of the plaintiff, the 
proof would have been made. If counsel 
intended to put this allegation in the 
complaint in issue, it could, under Equity 
Rule 30, have obtained leave of the court 
to amend its answer and deny it. 

Sole Question Cited. 

It is too late now to raise it. The evi- 
dence was practically conclusive in fa- 
vor of the plaintiff on all issues of fact, 
and it would serve no useful purpose to 
set it out in this opinion. 

The only question is whether the Sec- 
retary of the Interior had the right to 
prescribe the restrictive conditions con- 
tained in the deed from defendants to 
Perry, relating to the approval by the 
Secretary of the Interior of any convey- 
ance or assignment: of interest in the 
land by Perry. 

Perry was a five-eighths Chickasaw 
Indian citizen. THe money with which 
the purchase of the land in controversy 
was made, was a part of the purchase 
money obtained by a sale of part of his 
allotment, on which the restrictions had 
been removed by the Secretary of the 
Interior on Perry’s application, but the 
proceeds to remain under the control of 
the Department. 

The proceeds of the sale were in the 


possession of, and held by the cashier 
and Special Indian Disbursing Agent of 
the tribe at the Union Agency, who was 
authorized by the Acting Secretary of 
the Interior to disburse from the pro- 
ceeds of said sale, made by Perry, 
$800.00 to purchase the land in contro- 
versy, the disbursement and purchase to 
be made under the supervision of the 
Superintendent and the District Agent 
for the benefit of Perry. Prior thereto 
a disbursement of $150.00 in cash to 
Perry and $100.00 for the purchase of 
cattle and hogs for him had been author- 
ized, and the order authorizing these 
disbursements states: “$840.00 to be held 
pending selection of suitable land by 
the applicant, such action to be super- 
vised by the Department.” It therefore 
appears that while Perry had been au- 
thorized to sell his allotment the entire 
proceeds of the sale were to be and were 
retained by the Indian Department for 
his benefit, to be disbursed only by au- 
thority of the Secretary of the Interior. 


Secretary’s Power Upheld. 

That the Secretary of the Interior had 
the power to make these regulations has 
been decided by the Supreme Court, as 
well as this court, a number of times. 
United States v. Law, 250 Fed. 218; 
Sunderland v. United States, 287 Fed. 
468, affirmed 266 U. S. 226; United States 
v. Brown, 8 Fed. (2d) 564. 

That the judgment of the State court, 
to which the United States was not a 
party, does not deprive the United States 
from maintaining an action to recover 
the lands, which were adjudicated by the 
State court has been conclusively deter- 
mined in the Sunderland case supra, and 
re-affirmed in United States v. Cande- 
laria, 271 U. S. 482, 444, 

As Mattie Hass’ title from Perry is 
void, her grantees, who were charge- 
able with notice appearing in the chain 


of her title, acquired no better title 
than she did. 


| Affirmed. 
Filed February 28, 1927. 


| conductor, when a coach in a moving 
train, where he was in the performance 
of his duties, left the track on a bridge 


The case went to the jury on the fourth 
count of the declaration, which attributed 
the derailment and fall of the coach to 
negligence of the plaintiff in error in 
permitting its track, road bed and bridge 
to be and remain in a defective and un- 
safe condition. 

The parties are herein referred to as 
plaintiff and defendant, respectively. The 
defendant complains of a ruling of the 
court in sustaining an objection to testi- 
mony, and of the refusal of the court 
to charge the jury to find in its favor 
on the fourth count of the declaration. 

The record shows that in the trial the 
plaintiff contended that cross-ties in the 
track near the end of the trestle in 
the direction from which the train was 
coming and timbers in the trestle at 
or near that end of it were rotten and 
unsafe, and that the derailment and 
fall of the coach in which plaintiff was 
riding resulted from those defects; and 
that the defendant contended that the 
derailment was caused by the breaking, 
due to a hidden defect, of a rail at a 
point more than a hundred feet from 
the end of the trestle in the direction 
from which the train’ was moving. 

Evidence in Conflict. 

The evidence offered by the parties in 
support of their respective contentions 
was in sharp conflict. In behalf of the 
defendant it is urged in this court that 
the evidencé as a whole required a find- 
ing that the breaking of the rail was 
the sole proximate cause of the casualty, 
and that the defendant was not charge- 
able with negligence with reference to 
the condition of that rail. 

We are of opinion that the record does 
not justify the just stated proposition. 
A result of a careful examination of 
the evidence is that we conclude that 
a phase of it supported a finding that 
the derailment and fall of the coach 
and the consequent injury to the plain- 
tiff were due, not to the breaking of 
a rail in consequence of a hidden de- 
fect, but to the defective and unsafe 
condition of cross-ties near the end of 
the trestle in the direction from which 
the train was coming and of timbers of 
the trestle at or near that end of it, 
operating and maintenance charges was 
diverted from the “general fund and 
other special funds, did with the design, 
indirectly to charge” the cost of acquisi- 
tion to the general fund, unlawfully 
charge a large portion of operation and 
maintenance to “other funds” and paid 
such costs out of such special funds or 
out of the general fund to the end that 
there has been advanced to the railway 
fund a certain large sum, still he does 
not give the court to understand what 
he means by “indirectly,” or what defi- 
nite position he means to take in alleg- 
ing payments out of such special or gen- 
eral funds. 

Averments too Vague. 
Such averments are much too vague 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 


or trestle and fell to the ground below. j; 


4 
4 


that there has been a diversion by which | 


the general fund of the city has been | * 


drawn upon. We know, too, that the 
averments were made after the decision 
of the Supreme Court in Asia v. Seattle, 
supra, and presumably after the trial 
court, as commanded by the Supreme 
Court, enjoined the city and its officials 


use of the land; and for the value of 
timber cut and removed therefron, es- 
timated at $50,000. 


Appellants Claim Title. 


Appellants pleaded the general issue. 


and alleged ownership in them by a 
chain of title beginning with two deeds 


from Claiborne West, one to Chichester | 


and that the defendant was chargeable 
with negligence in failing to have the 
defects mentioned remedied before the 
casualty occurrd. 

This being so, it was not enough to 
justify the direction of a verdict for the 
defendant that another phase of the 
evidence supported the conclusion con- 
tended for by the defendant, and that 
a court, upon a careful scrutiny of the 
evidence as a whole, would be justified 
in reaching a conclusion different from 
that evidenced by the verdict. 

The case turned upon questions of 
fact, and it was the province of the jury 
to pass on the conflicts in the evidence 
bearing on those questions. It follows 
that it was not error for the court to 
to refuse to give the above mentioned 
charge. 

Opinion Not Evidence. 

An employe of the defendant, a divis- 
ion engineer, in the course Of his testi- 
mony as to his inspection of the scene 
of the derailment after the casualty 
occurred, stated that the- broken rail 
caused the derailment. The court sus- 
tained an objection to this statement of 
the opinion of the witness. 

The cause of the derailment being an 
ultimate fact to be determined by the 
jury, the court was not chargeable with 
error for sustaining an objection to a 
statement by the witness of his opinion 
on the subject. Central of Georgia Rail- 
way Co. v. Robertson, 91 So. 470; 22 
Cc. J. 502. 

The record showing no 
error, the judgment is affirmed. 

March 18, 1927. 


Receiver Declared 


To Be Court Officer | 


Nora NEWELL, PLAINTIFF, V- H. E. By- 
RAM ET ALS; District COURT, District 
oF MINNESOTA: ORDER. 

The case of Clover v. Chicago, Mil- 
waukee and St. Paul Ry. Company, 16 
Fed. (2d) 609, is in this case overruled 
by expression. 

S. A. Anderson for plaintiff. F. W. 
Root, C. O. Newcomb and A. C. Erdall 
for defendants. 

The full text of the order of Judge 
Molyneaux follows: 

The motion to remand is here on order 


to show cause, for reargument, the court | 


having previously, by an order dated 
January 11, 1927, denied the motion to 
remand. 

After considering the case of Slover 
v. Chicago, Milwaukee and St. Paul Ry. 
Company, 16 Fed. (2nd), GO9 (United 
States Daily 3919), I am unable to agree 
with the conclusion arrived at in that de- 
cision. I cannot escape the conclusion 
that the provision, “when any civil suit 

* * is commenced * * * against 


any officer of the courts of the United | 
; States for or on account of any act done | 
| under color of his office or 


in the per- 


' formance of his duties as such officer” 


from in any manner encroaching upon | 


|i indefinite to warrant an inference 
| 


the general fund to pay obligations of 
the railway system, or placing a burden 
in any degree upon the taxpayers in re- 
lation to the railway system. Surely we 
cannot construe the allegations as a 
charge of disobedience of the injunction 
decision of the Supreme Court. 


We, therefore, take the prayer of the ! 


complaint as indicating to the court that 
von Herberg seeks injunction against the 
use of moneys from utility funds and the 
charging and transferring of utility 
funds, and from paying principal or in- 
terest upon purchase bonds and remov- 
ing from the railway fund, moneys, until 
certain warrants payable out of railway 
funds have been paid, and that the au- 
thorities pay into the railway fund all 
gross revenue of the railway system. 
With such matters Judge Neterer as a 
general taxpayer has no concern jn in- 
’ terest, and we hold that he was right 
{ in refusing to make the certificate re- 
quested. 
The petition is dismissed, 
March 14. 1927, 


| 


| 


means exactly what it says, and that a 
suit against a receiver for negligence 
in the operation of a train, is a suit on 
account of an act done under color of his 
office. 

Train Operation Was Official Act. 

The wording of the statute “‘when any 
civil suit ‘ * is commenced 
* * * * 


* *% 


against any officer * 
color of his office’? would include any 


for or on account of any act done under 


official act of such officer. 

And act done by him in the pereform- 
ance of his duties as such officer, is an 
official act. So the operation of train by 
the receivers in this case is an official 


act and this suit which seeks to hold | 


him liable for the manner in which the 
train was operated by him or his ser- 
vants, is a suit “for or on account of any 
act done under color of his office.” 

It is asserted in this suit that the re- 
ceiver Was operating the train negli- 
gently. The suit calls in question the 
manner of opcrating a train and there- 
fore questions his official act in operating 
a train. 

I therefore veafirm my for 

March 17. 1927, 


reversible | 


mer holding. | 


Notwithstanding it was tried to a 
| jury, the case is here by appeal with a 
statement of the evidence, more or less 
condensed, but approved by the District 
Court, in lieu of a bill of exceptions. 
| By virtue of the Act Of March 3, 1915 | 
(U. S.C. 398) and See. 10, Act of Feb- 
ruary 13, 1925, itis our duty to consider 
the case regardless of the ‘forms in which | 
it is brought up and to render such 
judgmeent on the record as law and jus- | 
tice require. | 
It is therefore unnecessary to con- ; 
sider the errors assigned in detail. The 
facts shown by the record, so far as 
material to a decision, will appear in 
the course of the opinion. i 


Part of Will Cited. 

It is admitted that appellees are the 
heirs of Claiborne West. He died in 
1867, testate, and leavimg surviving him 
Florinda West, his third wife, and sev- | 
eral children, issue of former marriages. | 
The -wvill, so far as material is as fol- | 
lows: 

"ie I will and bequeath to my be- 
loved -wife Florinda West of said State 
and County all of the property and ef- 
fects both real, persomal, and mixed 
property of which I may die possessed, 
for amd during her natural life. 

“2. I will and bequeath the remain- 
der imterest in all of the property and 
effects mentioned ii the first item of this 
my will, tomy said wife, Florinda West, 
to be by her disposed of by will among 
my Children, as she may think fit and 
proper.” 

Florinda West died January 6, 1893, 
leavimg a vill by which she disposed of 
her estaterto persons other than her 
husband’s heirs and not carrying out the 
provision of his will regarding a dis- 
| posal of the remainder of his estate. It 
is comtended by appellants that under 
| the will of Claiborne West, Florinda 

West took the entire estate in fee. Many 
| cases have been cited to sustain this 
contention but it would serve no good 
purpose to attempt to discuss them ex- 
rcept to say we do not consider them 
| controlling. 

Equal Division Ad pproved. 

The District Court held that Florinda 
West took only a life estate and as she 
did mot apportion the 2-emainder it de- 
scended to the heirs at law in equal 
shares. We concur with the District 
Court iin this construction of the will. 
21 R. C.L, par. 5, page 776; 28 R. C. L. 
par. 202, page 238; Caples vs. Ward, 
|; 107 "Texas 341, 

We also agree with the District Court 
| in his holding that appellants have not 
show™m possession sufficient to create 
title - by limitation except as to the land 
awarded them. There was nothing to 
go to the jury in this respect. ; 
te The deeds to Chaplim and Winfree re- 
lied upon by appellants as the origin 
of their title may be comSidered together. 
| In meither deed is the acreage intended 
to be conveyed stated. 

The construction of these deeds was 
primarily for the court and it is plain 
that neither of them Contains sufficient 

| description of the property to convey 
title to the indefinite «quantities of land 
| interded to be embraced therein, 
| Appellants endeavored to supplement 
the Gescriptions by evidence, which was 
admitted over appellees’ objections. It 
| WaS Not shwn that the land had been 
; Surweyed nor that the original grantees 
took steps to mark the boundaries. 
Without passing on the admission of this 
evidence, it ig sufficient to say that it 
| did mot make certain the descriptions at- 
tem pted in the deeds 2nd there was no 
occasion to submit it to the jury, 
_ Counter Claims Considered. 

With regard to appellants’ -ounter 

claims, which may be considered to- 
gether, it appears that the improve- 

ments were all on the tracts awarded to 
appellants, which disposes of that item. 

It was shown that taxes from 1898 
| to 1922 had been paid by appellants and 
! 








by ome of their authors, Jackson, on the 
whole property. It was not shown, how- 
ever, what portion of these taxes should 
be allocated to the land awarded to ap- 
pellees, so any legal claim they might 
have for reimbursemezt failed for want 
of sufficient proof. 
The claim for reeovery of the original 
purchase price paid by Chaplin and Win- 
free 1s no doubt based on the warranty 
contained in the deeds, but as to this, 
| there is also ‘ailure’ of proof, if the 

amounis are recoverable at lav, as the 
land attempted te be conveyed by those 


The questions mow presented are not 
very different from those already con- 
sidered, and we refer to our opinion on 
the first hearing. As is there pointed 
out, the jurisdictional act, Exhibits A 
and B to the amended petition, confers 
jurisdiction on the Court of Claims tg 
hear and determime any and all legal 
and equitable claizns “arising under or 
rowing out of any treaty or agreement 
between the United States and the Creek 
Endian Nation or ‘Tribe.” 

Vested Right Claimed. ; 

The amended petition avers “that this 
suit is brought wpon a claim arising 
under and growing out of the treaty 
made between the United States amd the 
Creek Nation on the ‘th day of August, 
1790.” It is averred that by virtue of 
this treaty the Creek Nation “obtained 
2 vested right to the lands described in 
said treaty of Which the lands taken as 
hereinafter narrated were a part.’” ‘ 

Whether Article V of the treaty vests 
in the Creek Nation title to lands re- 
ferred to thereim -we need not determine 
at this time, because if the averment be 

treated as one of fact and not merely 
a conclusion of the pleader it is apparent 
that what the plaintiff seeks recovery 
for isaclaim that thetreaty of the 10th 
day of July, 1814, a copy of which as 


Exhibit D is made part of the amended . 


Petition, “took from the Creek Nation 
about 23,000,000 acres of the Creek na- 
tional domain, which had been guaran. 
teed to the natiom by the treaty of Au- 
gust 7, 1790.” ‘The amended petition 
does not vary the effect of the aver- 
ments in the origcinal petition. 

The conclusioms which the amended 
petition sets forth are to be accepted 
only so far as they are borne out by the 
terms of the treaties to which they re- 
fer. The treaty of July 10, 1814, must 
speak for itself. The claim now as 
serted isnot one ‘arising under or grow- 
ing out of any treaty or agreement.” 

The meaning Of these terms in the 
jurisdictional act is shown by the cases 
cited in our former opinion. The aver- 
ment that the lands were taken wonder 
the power of erminent domain as a mere 
conclusion. There was a treaty—that 
of July 10, 1814—which after ratifica- 
tion by Congres~ became binding on 
both parties. This court can not amend 
or set aside that treaty, and until that 
be done it must be recognized as valid, 
See Old Settlers” case, 148 U. S. 42, 
469, The effort to do away with the 
effect of the treaty of the 7th day of 
August, 1856, amd the relinquishment of 
rights by Article V thereof can not avail, 
nor by its averments does the plaintiff 
defeat the agreement of 1889. 

The jurisdictional act does not create 
any liability ag@ainst the United States, 
It is not an admission of liability. Its 
office is to furmish a forum in which 
the claim, if amy, may be heard, reliey- 
ing it from limitations as to time and in 
some instances of mere technical de 
fenses, The act is to be read to ascere 
tain what is waived. Old Settlers” Case, 
148 U, S. 427, 468; United States y, 
Choctaw and Chickasaw Nations, 179 U, 
S. 494, 585; ILone Wolf vy. Hitchcock, 
187 U. S. 553, 567; Otoe & Missouri 
Tribes of Indians, §2 C. Cls. 424, 429; 
Sisseton & Wahpeton Indians, 58 C. Cls, 
302, 329, 

_ The jurisdiction:' act excludes from 
its provisions ‘“‘zny balance claimed to 
be due on the so-called Loyal Creek 
claim.” Just what this claim is, or was, 
does not appear, but for the reasons 

Stated the clairm asserted is not sone Dr0« 

j Vided for or Comtemplated by the juris. 

dictional act. The demurrer to the 
amended petition should be sustained 
and the petitiom dismissed. And it ig 
So ordered. 

March 7, 1927. 
sore tipiepmeereigiaiee Set aaa 
deeds is not sufficiently identified with 
the property here in controversy. ; 

i If we are to Tegard these items from 
| an equitable viewpoint it is shown that 
timber to the wadlue of at least $30,000 
i had been cut ame removed from the land 
| and also that the acreage awarded ap. 
: pellants was pexhaps the most valuable 
‘ part of the tract, so that appellants 
| are not entitled to any equitable con. 
' sideration in that respect. , 
i There are other questions raised by 
} appellants but they are so lacking in 
merit it is unmecessary to discuss them, 
‘4 As no error Appears in the record the 
judgment is affirmed 
j March 17, 2927, 
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Signed Form Held by Veteran 
Is Not Change of Beneficiary 


ComptrollerGeneral Rules on Section of Ad- 


justed Compensat ion 
ciaries of War 


John R. McCarl, Comptroller General 
of the United States, declared in a rul- 
img just made public that a regularly 
Prescribed form of change of beneficiary 
signed by a veteran, but which never 
left his possession during his lifetime, 
“*is not a change of beneficiary within 
the meaning of the statute and regula- 
tions issued pursuant thereto.” 

The ruling was made in response to 
a letter from the Director of the United 
States Veterans’ Burcau and interprets 
that section of the “World War Adjusted 
Compensation Act covering beneficiaries 
of veterans receiving adjusted service 
certificates. 

The full text 
follows: 

The Director, U. S, Veterans’ Bureau. 
Sir: Consideration has been given to your 
letter of February 19,1927, as follows: 


of Mr. MCarl’s ruling 


“In connection with your decisions of | 


Sanuary 6, 1926, € A-12274) and April 3, 
1.926, (A-13487) your opinion is requested 
as to the application of said decisions to 





the following facts, presented to this Bu- 
reau inthe case of John William Corudle 
(deceased), A-1,.009,,260. 


Veteran Named Wife 
As Insurance Beneficiary 


“This veteran applied for the benefits 
of Word War Adjusted Compensation 
on August 5, 1924, and named his wife 
as beneficiary. Om February 4, 1926, the 
veteran notified the Adjutant General | 
that he wished to change the beneficiary 
of the certificate to Mr. and Mrs. Jon- 
othan Madison Jones, because the vet- 
eran was then sick, unable to work and 
hhad no place to stay and because these 
relatives were taking care of him and 
would continue to do so. The exact re- 
tationship of Mr. and Mrs, Jones to the 
Veteran was not indicated. The  vet- 
eran’s letter of February 4, 1926, con- 
taining the request forthe change to Mr, 
and Mrs. Jones was forwarded by the | 
Adjutant General to the Veterans” Bu- 
reau, where it was received on or about 
March 3, 1926. 

“The Veterans’ 


Bureau promptly noti- 
fied the veteran on or about March 4, | 
1926, that more than one beneficiary 
could not be named onthe certificate and 
that if he wished the proceeds of the 
certificate to be divided among two or 
more persons, he should designate his 
estate, The veteran died on May 9, 1926, | 
On May 13, 1926. Bureau Form 6212—a 
form for the change of beneficiary— | 
signed by the veteran, was received by | 
the Bureau. On this form the veteran’s | 
mother, Mrs. A. B. Corudle, was 
beneficiary. 

“The evidence im the file indicates 
the change of beneficiary on Form 
never left the custody of the 
during his life amd was not placed in| 
the mails until after his death. It seems | 
clear that this change of beneficiary to | 
the mother must be disregarded, fox the | 
reason that the requirements of  Vet- | 
erans’ Bureau Regulation No. 118 were 
not met. This Regulation (Section 
13030) effective October 15, 1925, pro- | 
Vides as follows: 

“*4 change of beneficiary to be valid | 
must be made by notice signed byw the 
veteran, or his duly authorized agent, 
and delivered ox properly mailed to the | 
United States Veterans’ Bureau during | 
the lifetime of the veteran, and — shall | 
not take effect umtil aproved by the Di- | 
rector. After such approval the change 
shall be deemed to have been made as | 
of the date the veteran signed said | 
written notice amd change, whether the 
veteran be living at the time of said ap- 
proval or not. Provided, however. that | 
any payment made to a beneficiary of | 
record before notice of change of bene- 
ficiary has been received in the Bureau 
and approved by the Director shall pot 
be made again’ to the changed _ benir- 
ficiary.’ 


named 


that | 
6212 
veteran | 


Parents Are EX egarded 
As Only One Person 


“Having thus disposed of the change 
of designation om Bureau Form 6212 in 
favor of the veterans’ mother, the next 
question for consideration is the change 
under date of February 4, 1926, received 
by the Veterans” Bureau in March. 1926, 
in favcr of Mr. amd Mrs. Jonothan Madi- 
son Jones. In Your opinion of January 
6, 1926, (A-12274) you considered a case 
where a veteran had named his parents 
as beneficiaries on his application for 
the benefits of A d justed Service Com pen- | 
sation and where there had been no | 
opportunity to advise him of the mneces- | 
sity of naming but onebeneficiaryw. You 
held, in view of the circumstances set | 
out, wih particular reference to the lack | 
of any opportunity on the part of the 
veteran to meet the requirements of the ; 
Bureau, that the designation of the 
mother and father. both members of the | 
same household, might he regarded as | 
a designation of one person within the 
purview of the law. Under similar facts, | 
as to the absence of an opportunity to 
comply with the Bureau requirements, | 
you later ruled, on April 3, 1926, to the 
some general effect ina case where a 
mother and a sister had been desigrnated, 
both being members of the same house- 
hold. 

“In the presemt case, upon which your 
opinion is requested, the veteran did re- | 
ceive notice that more than one bene- 
ficiary could mot be named and he did 
in fact attempt to take subsequent ac- | 
tion, certainly to the extent of executing | 
a Bureau form, naming his mm other, | 
though said form was retained in his | 
custody during his lifetime. At least, | 
the present case may be distingruished | 

“from the two cases previously considered | 
by you, to the extent of saying that the | 
veteran here tried to act on the advice 
piven him relative to the change of bene- | 


| be payable 


| ary dies before the veteran and no 


| ficiary 


| land, 


Act Covering Benefi- 


Risk Policy. 


ficiary and therefore it may be argued | 
that he intended to abandon the desig- | 


nation in favor of Mr. and Mrs. Jonathan 
Madison Jones. 

“Your opinion is respectfully requested, 
first whether your previous decisions, 
herein cited, would govern in the dis- 
position of this case, so as to recognize 
the designation of Mr. and Mrs. Jonothan 
Madison Jones, or whether the presen 
facts may be distinguished in principle 
from those previously considered by you, 
so as to hold that your two decisions 
herein cited would not govern in the pres- 
ent case. in which event the designation 
of Mr. and Mrs. Jonothan Madison Jones 


| would necessarily fail.” 


Section 501 of the World War Ad- 
justed Compensation Act, dated May 19, 


11924, 43 Stat. 125, provides in part as | 


follows: 


The veteran shall 
the beneficiary of the certificate and 


may from time to time, with the ap- | 
such 


change 


proval of the Director, 
of the face 


beneficiary. The amount 
value of the certificate hal 
* * * to the benefici- 
ary named; except that if such benefici- 
the 


beneficiary is named, 


|amount of the face value of the certifi- | 


cate shall be paid to the estate of the 
veteran. wa 

Change in Beneficiary 

With Director's Approval 


Any change in beneficiary to be effec- | 


tive must be “with the approval of the 
Director.” that is in accordance with the 
rules and regulations prescribed by the 


| Director which provide that an applica- 
|tion for change must be “delivered or 
| properly mailed to the 
Veterans’ Bureau during the lifetime of | 


United 


the veteran. and shall not take effect 


until approved by the Director.” A 


regularly prescribed form of change of j 
but 


beneficiary signed by a veteran 
which never left his possession during 


his lifetime, is not a change of bene- ; 


within the meaning of the 
statute and regulations issued pursuant 
thereto. 
veteran in the case presented may not 
be considered as the designated bene- 
ficiary. 

The designation Mr. and Mrs. 
Jonothan Madison Jones was for a defi- 
nite purpose, viz, to reimburse them 
for taking care of him while he was 
sick, apparently his last sickness. How- 
ever, the designation was not In ac- 
cordance with the statute and regula- 
tions for the reason that the veteran 
named two beneficiaries instead of one. 
Had the veteran died before having an 
opportunity to comply with  require- 
ments of the Veterans’ 
tions with respect to limiting the bene- 
ficiary to one person, the principle of 
the two prior decisions you cite, au- 
thorizing joint payment to two benefici- 
aries bearing a common relationship to 
the veterans, might have been applied. 
But by subsequently attempting to 
designate his mother he finally ex- 
pressed the clear intention that Mr. 
and Mrs. Jones should not be the bene- 
ficiaries. 


ol 


In Absence of Beneficiary 
Payment Goes to Estate 


while this action was ineffective to con- 
stitute a lawful change of beneficiary to | 
the mother, it was effective to finally ren- 


der inoperative the attempted designation 
of Mr. and Mrs. Jones. It is also clear that 


'the two attempted designations of Mr. | 
Jones and of the mother show | 


and Mrs. 
that the veteran did not intend 
his wife should be his beneficiary. 
action of the veteran in thus 


that 
The 


be considered as having canceled 
designation of the wife. 
It 


there 


must be concluded therefore 


is no properly designated bene- 


ficiary and that payment under the cer- | 


should be made to the estate 
of the veteran. under the terms of the 
statute as though no beneficiary had 
been designated. 

If Mr. and Mrs. Jones have a valid 
unsettled claim for reimbursement 
care of the veteran during his last sick- 
ness, it would appear that same could 


tificate 


be asserted against the estate as a pre- 


ferred claim. 


Schedule Announced 


For Air Mail Route 


Announcement has just been made by 


W. Irving Glover, Second Assistant Post- | 
General, of the flying schedule | 


master 


for the air mail route between Cleve- 


tive April 21, 1927. 


The fuil of 
follows: 


text the 

Effective April 21, 1927, contract air 
mail service will be established over 
route No. C, A. M. 11, from Cleveland, 
Ohio, by Youngstown, Ohio, to MeKees- 


port and Pittsburgh, Pa., and return, a | 


distance of 123 miles each way. 

The service will be operated daily ex- 
cept Sunday on the following schedule, 
making direct connection with the gov- 
ernment-operated transcontinental route 
at Cleveland: 

Eastern Standard Time: 

Leave Cleveland 12:15 p. m. 

Leave Youngstown 1:00 p. m. 

Arrive Pittsburgh 1:45 p. m. 

Leave Pittsburgh 2:30 p. m. 

Leave Youngstown 3:15 p. m. 

Arrive Cleveland 4:00 p. m. 


Lame | 


shall | 


new | 





States | 


Accordingly the mother of the | 


Bureau regula- | 





twice at- | 
tempting to change the beneficiary may | 
the 

i 


that | 


See 5 Comp. Gen, 651. | 


for | 


Ohio, and Pittsburgh, Pa., effec- | 


announcement | 
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Foreign 


Delivery 


THRIs vast organization has never 

been studied in detail] as one piece 

of administrative mechanism. No 

comprehensive effort has been made 

to list its multifarious activties, or 

to group them in such a way as to 

Present a clear picture of what the 
Government is doing. 

—WILLIAM H. TAFT, 
President of the United States, 
1909-1913. 


Manufacturers 


Topical Survey 


TRE people of the United States are not 
jealous of the amount their Govern- 
ment costs, if they are sure they get 


MAKING a dally topical survey of all the 
bureaus of the National Government, 
grouping related activities, is a work 
what they need and desire for the out- which will enable our citizens to understand 
lay, that the money is being spent for ob- and use the fine facilities the Congress 
jects which they approve, and that it is ee for them. Such a survey will 
being applied with good business sense e useful to schools, colleges, business and 
and management, professions here and abroad. 
—WOODROW WILSON, —CALVIN COOLIDGE, 
President of the United States, President of the United States, 
1913-1921. 1923- 


of Agricultural Implements 


Aided in Development of Foreign Markets 


Topic 6—Industry 


Eleventh Article—Agricultural Implements. 


In 


Topical Survey of the Government are shown 


the practical contacts between 


bureaus irrespective of their place in the ad- 
ministrative organization. The first topic cov- 
the second group 


ered was Public Health. In 
of the series the Government 
ing to Foreign Relations were 


third group, Federal activities in aid of Edu- 
fourth 
of the Financial Activities of the Government. 


cation were explained. The 


Conservation was discussed in 
and in the present group 
ered. 


. ~\ ° e . 
this ‘series of articles 


Industry is consid- 


tractors; tractor implements; tractor parts; vegetable 
pulpers; wagon loaders, stationary and portable; wagon 
trailers; weeders; wheel barrows, wood and steel; wood 
and metal wheels (not auto); windmills and towers; 
and wind stackers. 


presenting a 


divisions and 


The Agricultural Iimplements Division collects its 
information, in general, through the same channels as 
do the other commodity Divisions of the Bureau of 
Foreign and Domestic Commerce; that is, chiefly from 
the foreign offices of the Bureau and from the Ameri- 
can consular officers throughout the world. Routine 
information on general conditions from these sources 
is frequently supplemented by specific reports on par- 
ticular situations prepared at the request of the Di- 
vision. 


functions relat- 
outlined. In the 
group told 


the fifth group, 


: By George B. Bell, = S 


Chief, Agricultural Implements 
-of Commerce. 


DEQUATE agricultural production is the prime 
of human existence and our 
civilization has assumed such a degree of com- 
plexity that perhaps one of the prime essen- 
tials of the agricultural producer is the product of the 


essential 


factories of the manufacturers of 
ments and machinery. 


ment factories in lightening the 


soil is becoming increasingly recognized in all parts 


of the world. 


The United States is the largest producer of agri- 
cultural implements and is also the largest exporter. 
Its present exports exceed $80,000, 
resent a rapid and consistent increase during the past 


five years. 


The Agricultural Implements 


appear at first glance, and it 
beyond the conventional concept 
implements to include practically 
equipment. 


ERHAPS an idea of the wide variety of the articles 
such a classification can best be shown 
by listing the most important of the classes included. 
binders and cutters; 


included in 


They are: Beekeepers’ supplies; 
carriages, buggies, coaches, etc.; 
juice presses; combined thresher 
and grain cribs, corn huskers; 


ters; farm gristmills; farm 
grinders and crushers; fertilizer 
headers; grubbing machines; hary 
hay balers; 

peas, clover, ete.; incubators 
lawn mowers, hand and power; 
vators; horse and tractor 
potato machinery; poultry 
hand pumps; 


pulverizers and _ cultipackers; 
machinery; stalk cutters; 
pullers; tank heaters; tedders; 
balers; farm, road, garden, 


Division, Department 


This is true at any rate toa 
very high degree in the United States, and the bene- 
ficial result of the use of the products of our imple- 


Division of the Bu- 
reau of Foreign and Domestic Commerce, Department 
ot Commerce, was organized in 1921 to aid the manu- 
facturer and exporter of agricultural implements and 
machinery to sell his products in foreign markets. 

The Division covers a much broader field than will 
extends considerably 


cotton dusters; 
scrapers; cultivators; dairy machinery; ditchers and 
graders; drills and seeders; dump wagons; farm ele- 
vators; engines for tractors; ensilage and folder cut- 
wagons and‘drays; 


resters and 
hay loaders; hayrakes; hullers for beans, 
and _ brooders; 
combustion engines up to 10 horsepower; landrollers; 
listers; motor 
mower 
equipment; pump 
windmill pumps; root cutters; seed-clean- 
ing machinery; seed separators; silo fillers; silos: soil 
spraying ‘and 
stubble 


wheel, and track-laying 


This method of requesting specific information and 
outlining it by means of a questionnaire has been 
found to be one of the most effective methods of 
obtaining the type of information which is of greatest 
value to the industry. By this method the Agricultural 
Implements Division has conducted world-wide surveys 
on forgign markets for pumps, windmills, tractors, 
lawn mowers, incubators and brooders, internal-com- 
bustion engines, spraying and dusting equipment, and 
threshers. 


modern 


agricultural imple- 

Questionnaires covering each of these subjects have 
been prepared in cooperation With the manufacturers 
of the articles and have been forwarded to the foreign 
offices of the Departments of Commerce and State. 
The replies have been compiled in the form of special 
circulars which were distributed to the manufacturers 
of the respective products. 


* x * 


labor of tilling the 


T has been found that this method of gathering in- 
’ formation abroad has not only stimulated American 
export effort but has aroused interest on the part of 
foreign buyers. Inevitably during such investigations 
contacts were established by the investigating official 
with persons potentially interested in the article on 
which the report was being prepared. Such contacts 
afford opportunity for directing attention to articles 
of American manufacture and it has been noticed that 
after such surveys there is usually an increase in the 
number of inquiries from abroad for quotations and 
information on the commodities concerned. 


The Division prepares each month a statement of 
the monthly exports and imports of agricultural imple- 
ments. This information, of course, is of primary 
interest to those concerned with export trade and it 
is sent out at the earliest possible moment. Manu- 
facturers and exporters interested in a particular field 
or trade area may so indicate in their application for 
listing on the Division’s records, and they will then 
be in a position to receive all information issued by 
the Bureau of Foreign and Domestic Commerce per- 
taining to that area. This special listing record, known 
as the Exporters’ Index, possesses a certain amount of 
elasticity, so that it may be made to conform to the 
individual requirements of the manufacturer. 

In addition to service of this kind, the Division en- 
courages direct inquiries by firms desiring specific 
information on particular subjects. Such inquiries fre- 
quently enable the Division to help the manufacturer 
to find an outlet for his products or to assist him in 
laying out an export campaign, or to advise with him 
in regard to the best methods of entering export 
markets. 


000 a year and rep- 


ion of agricultural 
all articles of farm 


checkrowers; fruit- 
and harvester; corn 
cotton 


feed 
grain 
reapers; 


distributers; 


internal 


culti- 
plows; 
jacks; 


s; planters; 


. 


Tomorrow the work of the Shoe and Leather 
Manufactures Division, Bureau of Foreign and 
Domestic Commerce, Department of Commerce, 
will be discussed by Arthur B. Butman, Chief 
of that Division. 


dusting 
stump 
tobacco 


diggers # 
threshers; 


Copyright, 1927, by The United States Daily Publishing Corporation. 


Daily Decisions 
of the 
Accounting Office 


The Comptroller General of the 
United States, as head of the Gen- 
eral Accounting Office, must approve 
of all expenditures by Government 
agencies before such expenditures 
finally become closed transactions. 
‘nterpretation of the laws is neces- 
sary therefore in many instances. 
The latest decisions with respect to 
expenditures made by the Comp- 
troller General follow: 

A-14344, 


Taxes State Real 
State or county taxes accrued on lands bid 
in by the United States in part satisfac- 
tion of a judgment against the owner, are 
properly payable from any unobligated 
balance in the appropriation “Lands and 
other property of the United States” for 
the fiscal year in which the lands were 
acquired by the Government. 1 Comp. 
301 and 556. Interest or a penalty does not 
legally accrue on unpaid taxes after title 
has passed to the United Stats. 

A-15955 (Reconsideration) Freight 
portation in December, 1924, from 
burg, Miss., to Waynesboro, Pa., routed by 
Southern Railway System and Pennsylvania 
R. R. equalized by Chicago, in accordance 
with equalization agreement effective at 
time, being prior to changed agreement ef- 
fectively January 1, 1927. Previous action 
affirmed, 

A-16263 (S.). (Reconsideration) Naval Es- 
tablishment—Quarters it. kind as compensa- 
tion. Section 3 of the act of January 26, 
1927, 44 Stat. 1052, requiring the value of 
quarters and other allowances furnished 
in kind to civil employes in the field to be 
determined and considered as a part of com- 
pensation, is applicable to all civil employes 
in the Naval Establishment. 

The act of Juty 16, 1862, 
quiring the rates of wages of navy yard em- 
ployes to conform, as nearly as is con- 
sistent with the public interest, with those 
of private establishments in the immediate 
Vicinity, does not authorize disregarding 
other statutory provisions clearly applica- 
ble to the payment of compensation of 
civil employes. such as statutory limita- 
tions or restrictions upon payment of ex- 
tra compensation or for two positions held 
by one person, or requiring the determined 
yalue of allowances furnished in kind to be 


estate. 


Dec. | 


trans- |! 


Vicks- | 


12 Stat. 587, re- | 


New Secretary Appointed 


‘ | 
By Nevada Health Board | 
| 


Dr. Edward EK. Hamer 
pointed Secretary of the State Board of 
Health of 
S. L. Lee, deceased, according to infor- 
mation reaching the United States Pub- 
lic Health Service March 


Forms for Money Orders 
Are Printed With Errors 


has been ap- 


R. S. Regar, Third Assistant Postmas- 


ter Gencral, has just announced that 


Nevada, in succession to Dr. 
money order forms supplied to the post 
office at Boxhola, lowa. Mr. Regar has 
requested postmasters to correct their 
records accordingly. 


9° 


“0. 


considered as rate of 


a part of the total 


xed for a position The full text of Mr. Regar’s announce- 


ment follows: 


compensation 
Where 
a regulation 


there is a plain conflict between 
a statute the regulation 
must give way to the statute. To the extent 
that the wage schedule and not governing 
payment of civil employes under the Naval 
Establishment purport to permit an em- 
ploye to receive compensation for two posi- 
| tio.s or to receive compensation for extra 
services, either in cash or in the form of 
; allowances furnished in kind, in addition to 
the compensation fixed by law or regula- 
tion for his regular position, in contra- 
| vention of plain statutory provisions, said 
schedule and note are illegal and of no 
| force or effect. Sugestions made for amend- 
|} ment of schedule of wages to conform with 
law, 
A-17581 (S). 

leave of absence. 


and It is reported that money order forms 
below and supposed to have been issued 
| and paid bore incorrect office numbers. 
Postmasters having in their files coupons 
of any such orders sholud be careful to 
avoid being misled by in 
certifying to applications for duplicates 
and warrants, or in answering inquiries 
regarding payment. 
Boxholm, Iowa. 


such error 


19001 to 
Correct office number 
64554 and 64854, 


Serial Nos. 
Double salaries—Military 
A rural letter carrier in 
attendance at a military service school as 
an officer of the National Guard, under 
| section 99 of the National Defense Act, as 
| amended, is not prohibited by section 6 of 
| the act of May 10, 1916, 39 Stat. 120, as 
amended by act of August 9, 1916, 39 Stat. 
| 582, from receiving pay for any authorized 
; annual leave granted him from his duties 
as letter carrier, 
A rural letter 
military leave 
tional Defense 


19491, inclusive. 
is 





German Diesels Ordered 
For Dutch Motor Ships 


Lee C. Morse, assistant trade commis- 
sioner at Hamburg, has notified the De- 
| partment of Commerce that Stoomvaart 
| Maatschappij Nederland has placed an 
order with Sulzer Bros. for four Diesel 
motors of 9,000 horsepower, and 16 aux- 
iliary motors for four new. 14-knot 
freighters. 


not entitled to 
under section 80 of the Na- 
Act (act June 3, 1916, 39 
Stat. 203) while attending a military serv- 
ice school, as an officer of the National 
Guard, under section 99 of the act as 
amended. (Act. September 22, 1922, section 
| 5, 42 Stat. 1035.) | 
A-17583 (S). Transportation—Houschold | 
goods—-Navy. Where shipment of an officer’s | 
baggage of permanent station: is made by | 
| moving van, the United States is liable 
only for the amount which would be re- | 
quired to be expended for shipment by com- | 
+ 
| 
| 
| 


carrier is 


This company has several motor ships 
equipped with Sulzer Bros. Diesels, one 
of which, the “Bintang,” has covered 
over 80,000 nautical miles in the Am- 
sterdam-Batavia trade and it is due to 
the satisfactory service of the motors 
| now in use that this repeat order has 
been placed, 


mon carriers, including cost of packing, 
erating and hauling; and a disbursing of- 
ficer is responsible for excess costs paid 
where he failed to collect from the officer 
the excess cost resulting from the method 
of shipment, 





‘ 


Insurance 


Beneficiaries 


| March 31, 
| 


| also omit 107761. 


wrong office numbers were printed on | 





! 
supplied for use of the post office named 


a 
vice 


‘ALL STATEMENTS Herein ARE Given ON OrFictaL AUTHORITY ONLY 
AND Wrrnout CoMMENT By THE UNITED STATES DAILY. 


Numbers Are Corrected 
On Money Order Forms 


R. S. Regar, Third Assistant Post- 
master General, has announced correc- 
tions of serial numbers on money order 
forms printed for the office at Hanover, 
Montana. 

The full text of Mx. Regar’s announce- 
ment follows: 


It is reported that money order 
forms supplied for use of the post office 
named below and supposed to have been 
issued and paid bore incorrect office num- 
bers. Postmasters having in their files 
coupons of any such orders should be 
careful to avoid being misled by such 
error in certifying to applications for 
duplicates and warrants, or in answering 
inquiries regarding payment. 

Hanover, Mont. Serial numbers 9801 
to 10,000, inclusive. Correct office num- 


| ber is X8174 and not 08174, 


Changes Announced 
In Mail Messengers 


Post Office Department An- 
nounces List of Routes 
Established and Dis- 
continued, 


The Post Office Department has just 
announced its approval of 15 mail mes- 
senger service orders. The orders call 
for the establishment and discontinu- 
ance of éertain services. ’ 

The full text of the Department’s an- 
nouncement follows: 


Established. 


Arkansas—247066, Springadle, Wash- 


| ington County, to 111797, 0.14 mile, as 


often as required. From April 1, 1927. 
Calif4rnia—276515, Alta Loma, San 

Bernardino County, to 308111, 0.05 miles, 

as often as required... From April 1, 


|} 1927. 


Colorado — 265304, Otis, Washington 
County, to 114723, 0.04 mile, as often as 
required. From April 1, 1927. 

Florida—223430, Yelvington, St. Johns 
County, to 104779, 0.87 mile, as often as 
required. From April 1, 1927. 

Kentucky—229523-E, 
County, to 105 
as often as required. 


Bowling 


Mails to be car- 


ried in covered wagons or motor trucks, | ectablic ; y 
ere ag r motor trucks, | establishment and discontinuance of do- 


securely ‘locked and the 
front, sides and rear 
and when necessary by waterproof cur- 
tains. From April 1, 1927. 


York—207822, Ripley, Chautau- 


protected on 


New 


| qua County, to 109727, 0.14 mile, as often 


From April 1, 1927. 
Pennsylvania—210200, 


as required. 
Weiser 


Depot (n. 0.) 1.48 miles, as often as re- 
quired. From March 12, 1927. 210968, 
Stump Creek, Jefferson County, to 
102752, at Cramer Railroad Depot (n. 0.), 
0.35 mile, as often as required. From 
April 1, 1927. 
Discontinued. 

Illinois—235461, Cayuga, to 
0.05 mile. From March 14, 1927. 

Kentucky—229188, Bowling Green, to 
105757 and 104804, 0.28 mile. 
1927, 

Changed. 

Illinois—235670, Batavia, to 
0.15 mile, and 306130, 0.22 mile. 


106717, 
Service 


| is restated to include direct transfer serv- | 


ice between depots, when necessary, 0.07 
mile. From April 1, 1927. 

Missouri — 245163, Bloomfield, to 
107761 and 107762, 0.87 mile. The or- 
der ot March 11, 1927 (Bul. 14334), 
which omitted service to 107759 and in- 
cluded service to 107762, is modified to 
From March 16, 1927. 

North Carolina—218116, Spencer, to 
103775, 0.75 mile. Distance is restated 
as 0.58 mile. 

Pennsylvania—210339, Cheswick, to 
115715, 0.48 mile, and between Harwick, 
Pa., and 115715, including exchanges be- 
tween the post offices, 1.54 miles. The 
order of March 9, 1927 (Bul. 14332), 
establishing service to 115715, 0.48 mile, 
and between Harwick, Pa., and 115715, 
including exchanges between the post 
offices, 1.54 miles, rescinded and_ in- 
stead service is established between the 
post office at Cheswick and 115715, 0.48 
mile, including exchanges between the 
post offices at Cheswick and Harwick, 
1.54 miles, 

Vermont — 
101729, .0.53 
as 0.27 mile. 


Is 


205021, 
mile. 


Bartonsville, to 
Distance is restated 


Appointments Announced 
Of Fourteen Postmasters 


The Post Office Department has just 
announced the appointment of 14 fourth- 
class postmasters in Aalabama, Ar- 
kansas, California, Kentucky, Missisippi, 
Nebraska, Ohio, Tennessee, Utah, Vir- 
ginia and Wisconsin. 

The full text of the announcement fol- 
lows: 

Fruitdale, Ala., Mrs. Lena J. Burnes, 
Mrs. Cora S. Snively; Hudspeth, 
Ark., William Bulloch, vice Paul U. Rob- 
erts; Jacksonport, Ark., Mrs. Ida Lee 
Morris, vice Mrs. Estella May Jones; 
Oneal, Ark., Miss Hazel I. Martin, vice 
Fred E. Jeffery; Sweetwater, Calif., Mrs. 
Isabelle E. Dawson, vice Edward M. Gal- 
lagher; Urban, Ky., Hiram Sizemore, 
vice John C. Hayre; Olio, Miss.. Mrs. 
Minnie E. Neyland, vice Purvis L. Kirk- 
land; Whitaker, Miss., Richard Whit- 
aker, Jr., vice Huff Jelks; Ingleside, 
Neb., Mrs. Jean D. Hubbard, vice Miss 
Edith A. Emerson; Hibbetts, Ohio, 
Hughes W. Gregory, vice Mrs. Mildred 
C. McBane; Patty, Tenn., William E. 
Gentry, vice new office; present address. 
Delano, Tenn.; Victor, Utah, Mrs. Em- 
meline Wilson, vice Mrs. Harriet A. 
Pierce; Broadwater, Va., Miss Gladys 
Bowen, vice Mrs. _— M. Lewis; Wau- 
mandec, Wis., Artton H. Huettel, vice 
Raymond G, Everist, 


Green | 
7 and 104804, 0.28 mile, | 


by wire screens | 


Park, ! 
| Berks County, to 102772, at Womelsdorf 





106715, | 
' 


From | 





Veterans 


Special Delivery 
Service in Force 


With 28 Nations 


Post Office Department Lists 
Countries and Explains Re- 
quirements in For- 
warding Letters. 


[Continued From Page 1.] 
other countries shown in the above list, 
the special-delivery service applies to 
letters, post cards, printed matter, com- 
mercial papers, and samples, ordinary 
and registered, except that to Mexico 
the said special-delivery articles may be 
sent only in the ordinary mails. 


Payment And Marking. 

An article intended for special delivery 
in any of the countries mentioned above 
must be prepaid 20 cents, in addition to 
the regular postage, by United States 
special delivery or other stamps affixed 
to the cover. There should also be af- 
fixed to the cover an “Express (Special 
Delivery)” label (Form 2977) or the 
cover must be marked boldly iw red ink 
“Expres” directly below but never on 
the stamps. 

Delivery is effected in the various 
countries according to the special-de- 
livery regulations in force in the coun- 
try of destination. 

Information in detail ‘concerning the 
service to Canada and Newfoundland, 


| including a list of the cities to which 


the service is limited in Canada, is pub- 
lished on pages 208 and 218, respec- 


| tively, of the July, 1926, Postal Guide, 


and information concerning the service 
to each of the other countries men- 
tioned has been published in the Postal 
Bulletin from time to time and in the 
monthly -supplements to the aforesaid 


| Guide, beginning with the supplement of 
| September, 1926, attention being invited 
| especially to the list on pages 12 to 16 


of the February, 1927, supplement of 


Chinese special delivery offices. 


Money Order Post Offices 
Established in Ten Towns 


R. S. Regar, Third Assistant Post- 
master General, has just announced the 


mestic money-order post offices. 
The full text of the Department’s an- 


| nouncement follows: 


Domestic Established: Kentuck y— 
Craftsville, effective February 1, 1927; 
Michigan—Saint Clair Shores, effective 
March 12, 1927; New Mexico—Fairacres, 
effective February 1, 1927; New York— 


| Island Park, effective February 1, 1927. 


Pennsylvania—Sally Ann Furnace, ef. 
fective March }, 1927; Weiser Park, ef. 
fective March 12, 1927; South Dakota— 
Parade, effective March 16, 1927; Ten- 
nessee—Arthur, effective February 1 
1927; Texas—Crane, effective February 
28, 1927; West Virginia—Flint, effective 
February 1, 1927, 

Domestic Discontinued: Arizona — 
Supai, effective March 15, 1927. 


Three Changes Announced 


In Railway Mail Service 


The Post Office Department has just 
announced its approval of three orders 
affecting changes in the railway mail 
service. 

Authorized—107787: From March 
1927, service by the Atchison, Topeka & 
Santa Fe Railway Company, between 
Salina and Osborne. Kansas, 80.48 miles, 
is ordered as route No. 107787, covering 
part of service now performed on route 
No. 107717. 

Discontinued—107717: ~From Febru- 
ary 28, 1927, service by the Atchison, 
Topeka & Santa Fe Railway Company, 
between Salina and Osborne, - Kansas, 
80.48 miles, is discontinued, covered by 
route No. 107787 from March 1, 1927. 

Changed—103764: From February 1, 
1927, the Middle Creek Railroad Com- 
pany is recognized as in the performance 
of service on route No. 103764 instead 
of the Hartland Railroad Company. 


Work of House Committee 4 
On Judiciary Is Reviewed 


A recapitulation of the work of the 
House Committee on the Judiciary dur- 
ing the 69th Congress just made publie 
by the Committee shows that 55 bills 
from that Committee were enacted into 
law together with joint resolutions writ+ 
ten on the statute books. It says that 
512 bills and resolutions were referred 
to the Committee and that it reported 
126 of them. 


Appointments Are Made 
Of Six Acting Postmasters 


Postmaster General New has just ane 
nounced the appointment of six acting 
postmasters as follows: George D, 
Scott, Carlisle, Ky.; Bessie F. Truly, Fae 
yette, Miss.; George E. Steiner, Belle, 
Mo.; Harry C. Lusey, Wharton, N. J.3 
J. C. Griffin, Grifton, N. C.; and Mrs 
Willie L. Casey, Olney, Tex. 


Post Office Discontinued 
At Harrysmith, Va, 


The Post Office Department has just 
announced the discontinuance of a 
fourth-class post office at Harrysmith, 
Va. The full text of the announcement 
follows: 

Virginia—Harrysmith, Russell County, 
14550. Effective April 15, 1927, Mail 
to Blackford, 





